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| SHUTTER THE WORLD 


PRINCESS VANCOUVER 
VICTORIA Bc 


---Oon both land and sea 


The “Princess of Vancouver’, one of the most modern ferry 
boats in the World, recently built on the Clyde, has Brady 
clectrically-operated Rolling Doors fitted, to the Car and Rail 
entrance for added safety, fast and easy operation and to 
Save space 


These three qualities, plus greater strength, better appearance 


and absolute reliability, have made Brady products famous 
throughout the World—in factories, hotels. garages, bus 
depots, railway yards, vehicles, etc. 

There is a Brady Rolling Door, hand or electrically operated, 
suitable for the project you are engaged upon. Full details, 


and free descriptive literature—write to the addresses below. 


The doors commanding the world’s largest sale. 


G. BRADY & COMPANY LIMITED MANCHESTER 4 


Telephone COLIvhurst 2797/8. London: New Islington Works, Park Roval N.W.10 


rhan Rectorv Park Road, Sheldon 26 € anada David ¢ Orrock & Co 
lv & Co, Canada Ltd.) 1405 Bishop Street, Montreal! 24 Que. and also at 23 Scott 
ronto I. U.S.A.: G. Brady & Co. Ltd., 11 West 42nd St. New York 18 N.Y 


An Thorbjornsen, Kongensgate, 14, Oslo and also at Cape Town 


we shutter the world 
MANUFACTURERS OF BRADY HAND AND POWER OPERATED LIFTS 
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15-AMP 
FLUSH — §.4594/2886 


3 
SURFACE §.4596/2886 | £1.13.4 


“META Designed to 


be interchangeable 
Silent A.C. 


switch socket and plug 


\ 


with existing standard switch sockets. The 


neon pilot light will give life-long service. 


ly Metal front plates are finished Florentine 


WITH PILOT LIGHT 


Bronze. Switch dolly and plug are brown 


Bakelite. 


13-AMP 
$.4564/2959 


SURFACE $.4566/2959 | 


A £&G.C. PRODUCT 


THE GENERAL ELECTRIC CO. LTD... MAGNET HOUSE, KINGSWAY, LONDON, W.C.2 
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PLIMBERITE 
BUILDING BOARD 


SIZE: 8 ft. x 4 ft. 
PARTITIONING AND WALL LINING 


Partitions can be single-skin or double-skin; in either case 
the boards are pinned to posts at about 4 ft. centres, and no 
other battening is required. For wall lining, construction is 
similar, using } in. board over stud framework at 4 ft. 
centres. Insulation is similar to that of timber. 


THE PLIMBERITE REBOND 
PARTITIONING SYSTEM 

This system has been designed to pro- 
vide a demountable double-skin 
partition of great rigidity and high in- 
sulation value. Rebated-edge } in. 
PLIMBERITE boards are slotted into 
grooved timber posts which are held 
in position by PLIMBERITE RE- 
BOND screw jacks. Full details and 
working drawings are contained in the 
PLIMBERITE REBOND Booklet, 
obtainable on request. 


FLOORING 

For an easily laid, hard-wearing floor, 

full size } in. PLIMBERITE boards 

may be nailed over joists at 16 in. 

centres, or boards of either thickness laid over a solid 
sub-floor. Plugs or fillets should be let into concrete, and 
the boards screwed down at 24 in. centres; waterproof felt 
should be laid between the and the boards to 
prevent rising damp. 


screed 


ROOFING 

Boards of either thickness may be nailed to joists or rafters, 
and should be covered with felt and asphalt or other water- 
proof covering. Care should be taken to protect the boards 
from the rain before the outer covering is laid. 
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THICKNESSES: + in. and in. 


PLIMBERITE IN GENERAL JOINERY 


In either thickness, the boards have many uses where large 
areas have to be covered without jointing. Cupboard 
doors, wide shelving, table tops and work benches are 
among the many applications. PLIMBERITE is also an 
excellent core for plastic sheet and wood veneers. 


The photograph above shews PLIMBERITE Rebond Partitioning in the 
British Van Heusen Company's factory at Bishops Lydeard, Taunton. 
Architect: Steer & Shirley-Smith A.1A.R1.B.A. 

Contractor: Stansell & Sons ( Taunton) Ltd. 


DECORATION AND TREATMENT 

In general, the surface should be primed, using wood 
primer, before decorating with distemper, emulsion paint, 
or oil paint. If it is desired to fill the surface, this should be 
done after priming. Oil and spirit stains can also be used, 
as well as many other special preparations designed for 
treating wood. 


PLIMBERITE is sold only through Timber and Builders’ Merchants. The name of your nearest main 


distributor, also samples and technical literature will be supplied on request. 


BRITISH PLIMBER LIMITED 


19, Albert Embankment, London, S.E./1 
Telephone: RELiance 4242 


PLIMBERITE 
BUILDING BOARD 
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we have a door.. 


a door for everyday general use, designed to serve in 
openings that require a good closure, and to give a 


AND 


long service life with minimum maintenance costs. 
The door is a Kinnear rolling steel shutter. In the 
illustration a Kinnear shutter has been used as the door 
to a mould drying stove at Cardiff. 


WILLIAMS 


Tailored to exact requirements a Kinnear Steel Rolling 
Shutter will ensure economy of installation, trouble 
free operation whilst giving complete protection against 


JOHN 


intruders and the weather 


When it comes to saving ways in doorways it 1s a wise move to 


call in Kinnear. 
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AN SHUTTERS AND GRILLES 


TELEPHONES: POPESGROVE 2276 BIRMINGHAM HIGHBURY 2804 GLASGOW HALFWAY 2928 MANCHESTER CENTRAL 1800 


: 
3 
z 
| 
q P ~ 


This studio tank for flood and water scenes has just 

been completed by Henry Boot & Sons Ltd. for the 

J. Arthur Rank Organisation. It will be ‘behind the scenes”’ 
in many future films produced by this famous group. 

From unusual contracts like this to more conventional 
ones such as housing estates, office blocks and reservoirs, 
factories and hote_s ... with their associated specialist 
companies, Henry Boot & Sons Ltd. are engaged on 
major building and civil engineering contracts of all 


kinds for Government departments, local authorities, |] | B t 
engineers and architects. enry OO 


AERODROMES * HOUSING ESTATES ~- ROADS 
1B RAILWAYS * WATER DISTRIBUTION SCHEMES 
BUILDING PROJECTS OF EVERY DESCRIPTION 


HENRY BOOT & SONS LTD + BANNER CROSS HALL - SHEFFIELD Il 
OA 
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in design... 


Have you thought of PLYWOOD ? | 
Do you know what modern plywood can | 
do—how to specify, how to use it? If 
you are still “ tea-chest”’ minded it’s 


time you got in touch with T.D.A. 


ISSUED B? 
THE TIMBER DEVELOPMENT ASSOCIATION LIMITED, and branches throughout the country 
21 COLLEGE HILL LONDON E.C, 
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Giblio 


Gy 


in FACTORIES - HOSPITALS - CLINICS 
SCHOOLS - HOTELS AND OFFICES 


Investment by British industrialists and others 
in modern equipment to safeguard the health 
and welfare of the vast and growing numbers 
of workers, has proved beyond doubt the 
wisdom of a policy both far seeing and 
democratic in concept. 


The installation of Sugg’s_ incinerators 
wherever women employees form part of 
an organisation is plain commonsense 


Our sales and technical staff will be glad 
to advise and co-operate 


She A: 


Gas-Fired 


WILLIAM SUGG & CO. LIMITED 


(Incorporating Cowper Penfold & Co. Ltd.) 
VINCENT WORKS, REGENCY ST., LONDON, S.W.1. Tel: VIC 3211 
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new trends 


in lighting 
fittings 


These new lighting fittings are designed by 
Atlas to harmonise with contemporary trends in 
commercial, municipal and public buildings. 
They are (with one exception) produced by the 
1. SERIES RXB novel ‘‘Rotaflex’’ process by which cellulose 
acetate tubing is extruded and spun to shape. 
This material] is non-inflammable and 
practically unbreakable. The lower parts are 
translucent and eliminate glare while the 
upper parts are virtually transparent, giving 
adequate upward illumination. 
(Diablo seaien Gs “aan It will be noted with interest that three of the 
models illustrated from the series Rxs, HS and 
5. SERIES RXS RXE, comply with the Ministry of Education's 
= with Ministry of requirements regarding cut-off angles and 
brightness. These fittings therefore 
provide an excellent method of introducing 
a new and pleasing effect in school 
lighting schemes. 


2. SERIES RXA 
(This may be inverted) 


3. SERIES RXE 
(Complies with Ministry of 
Education requirements) 


...for Architects -by ATLAS 


Pull details in Atlas catalogues AL.143 (School Fittings) and AL.149 (Commercial Fittings) 


ATLAS LIGHTING DIVISION, THORN ELECTRICAL INDUSTRIES LTD., 23 SHAFTESBURY AVENUE, LONDON W.C.2 
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BUTE STREET, CARDIFF. TELEPHONE: CARDIFF 28786 
TREORCHY, TELEPHONE : NTRE 2381 
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: 
@abpricated & erected by 
Cc. JOWES & CO 
re THE 4 
if Group LANE, LONDON, 'W.12. TELEPHONE: SHEPHERDS BUSH 2020 


THE CHIEF & PETTY OFFICERS’ BLOCK 


ROYAL NAVAL BARRACKS DEVONPORT 


(Illustrated in this issue) 


IS THE LARGEST SINGLE BUILDING 


in 


PLYMOUTH 


THE MAIN CONTRACTORS WERE 


DUDLEY COLES LTD. 


of PLYMOUTH 


BATH STREET, PLYMOUTH 


Telephone 63347* 
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petitive cost and 
rire protection 
ation ? 1 fOr Oul 


, Or consult oul 


THE BRITISH PLASTEF 
BATH HOUSE, 82 PICCADILLY, LONDON, W.1 
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Telephone: GROsvenor 8311 
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2” BUILDING SLABS 


—the measure of heat-loss through a 
- in B.Th.U.'s 


construction, . per hour 
ASBESTOS CEMENT OR over one square foot of its area, 


CORRUGATED METAL CLADDING when the temperature-difference 
between its two sides is 1°F. 


Gone are the bad old days when con- 
sideration of the U-factor was the 
monopoly of theorists. Nowadays, every 
architect and building owner is very much 
alive to the vital importance of reducing 
fuel consumption by keeping heat-losses 
down to a minimum. 


CAVITY 
The “ U” Value of Corrugated Asbestos 
4-0 WIDE Sheeting on normally spaced Steel Purlins 
STRAMIT is 1.40. When Stramit is added to the 
1 underside of the asbestos. as shown, this 
“U” value is improved to 0.22—a reduc- 
CENTRES \ tion in heat-loss of over 84 per cent. 


4x2 PLATE 


A simple calculation will show how much 

~ fuel this would save per annum in that 
rons Sik new building you are planning and how 
much smaller your heating plant can be. 
In many cases the reduced size of the 
heating plant more than offsets the cost of 
the Stramit insulation. 


No other building slab As well as being invaluable for reducing heat losses, Stramit confers all the benefits of a low- 
cost dry construction. x It is pre-cut to size to save time on site and to avoid cutting 
possesses i to waste. x It has light weight combined with great strength and rigidity. % On flat 


roofs no screeding is required. y It has a good fire-resistance classification and a high 
ALL these properties degree of sound absorption. 


Lin. Thick; 4 ft. Wide; any length (Stock lengths :— 8, 9, 10 & 12 ft.) Available from stock through leading merchants, 
Send NOW for your copy of our fully detailed TECHNICAL BROCHURE (SNE) and Building Research Station Reports 


“STRAMIT BOARDS LTO - PACKET BOAT DOCK - GOWLEY PEACHEY - UXBRIDGE - MIDDLESEX - WEST DRAYTON 


f 
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THE ROYAL NAVAL BARRACKS, DEVONPORT 


The Cunningham-Fraser Block for CPOs and P.O.’ 


“IMPERIAL PORCELAIN” 
fireclay sanitary ware fitted 
throughout this contract. 


“IMPERIAL PORCELAIN” 


is designed to withstand the 
roughest use and_ severest 
fluctuations of temperatures 
without staining, discolora- 
tion or crazing. 


Lasting Durable Reliable 


We were entrusted with the supply of 


SANITARY WARE AND FITTINGS 


for 


CABINS 
ABLUTIONS 
BATHROOMS 
SHOWERS 


Our contracts department is at your service 
to advise and recommend for all types of 


contracts and installations. 


THE IRON « MARBLE Lrp. 


BUILDERS MERCHANTS FIREPLACE MANUFACTURERS VERMICULITE EXPOLIATORS 


VICTORIA STREET, 
BRISTOL 1 


GRAMS “MARBLE ” TEL. 27471 (10 kines) 
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TENTEST 


‘RABBIT 
WARREN’ 


ACOUSTIC 


BOARD 
IN 
POTTERS BAR 
STATION 


TENTEST FIBRE BOARD CO. LTD., FIBOARD HOUSE, OAKLEIGH GARDENS, WHETSTONE, LONDON, N.20 


Phone : HiLiside 880/. 


Telegrams : Fiboard, Norphone, London. 


Suppliers and fixers of TenTesT Board for Thermal and Acoustic Insulation 


SECOND 


| 
— 


ia 


CORRIDOR 
SECTION B-B UNITE 


DEVONPORT 
C & P.O’s BLOCK 


comma as? 
é 
s 
A 
. 


Architect : 
E. Berry Webber F.R.1.B.A. 


ONE PIPE SYSTEM 
OF PLUMBING 
DESIGNED AND 
INSTALLED BY 


RICHARD J. AUDREY LTD. 


SANITARY ENGINEERS, 


239, Kilburn Park Road, 
LONDON N.W.6 


Telephone MAlda Vale 8011. 


14 
be 4 2 
| 
oS 
4 
as? 4 j 4 
4 


THE ARCHITECT and Building News, 29 December 1955 


Building and Civil Engineering Contractors 


KIRK KIRK 


LIMITED 


Associated with GOOD BUILDING for over 
Half a Century 


PUTNEY S.W.15 


Telephone : PUTney 7244 (10 lines) Telegrams : FOURKAYS, WESPHONE, LONDON 


COLD CATHODE 
LIGHTING 


89, SCRUBS LANE, N.W.10 
TELEPHONE: LAD. 2468 


A member of the FALKS organisation. 
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HOTCHKISS LATTICE CONSTRUCTION 


oft 


Hotchkiss Lattice Construction is being 
used for new schools, churches, 
factories, halls and many other build- 
ings to the requirements of County 
Councils, Borough Councils and many 
leading architects. 

The system is entirely flexible in 


application and suitable for all types 
of covering materials. 


52ft. lattice girders at @ Portsmouth factory. Architects : Thomas jolly & Grant. 


Contractors : John Hunt Ltd 


HOTCHKISS ENGINEERS LTD. 


EASTBOURNE AND SHOREHAM, SUSSEX 


ESTABLISHED 1885 
HEAD OFFICE. 33, TERMINUS PLACE, EASTBOURNE. TEL. 2424 (4 LINES) 


Your specific enquiries are invited. 

Our design services are free and it is 

most advantageous to call us in at an 
early stage. 


Catalogue No. LG9 is available upon 
request. 


MR. ARCHITECT, 
You naturally plan for EFFICIENCY, 


ECI FICATION 


ECONOMY and COMFORT. We have 
proved that J & B Mineral Wool Insu- 
lation provides a handsome measure of all 
three. Our 70 years’ experience in thermal and 
acoustic insulation is your guarantee when 
you recommend and specify J & B to your 


clients 


J & B Mineral Wool is available in many forms for 
specific purposes, viz. BROADBESTOS QUILTS 
for loft and between floor thermal and acoustic in- 
sulation, TANK and CYLINDER JACKETS pre- 
fabricated to fit like a glove for greater efficiency, 
etc., etc. J & B LOOSE FILL is perhaps the most 
versatile and economical form for so many uses. 
Whatever your problem be sure you specify J & B 
for low initial cost, high insulating efficiency and 
greater safety and reliability on all counts. 


Our Advisory Bureau will gladly assist you with your Inquiries 
without obligation. Write for technical Data Sheets to Dept S_I. 


WATER REPELLENT. 


FIREPROOF. MOULD-PROOF. NON-CORROSIVE. 


JONES & BROADBENT LTD. Perren Street, London, N.W.5_ Tel.: 


ECONOMICAL. NON-SETTLING. INORGANIC. 


GULliver 2120, 5548/9 


AND AT BILLINGHAM-ON-TEES, SOUTH BANK (YORKS), BRISTOL, BURTON-ON-TRENT, LIVERPOOL AND MANCHESTER 
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BUILDING. 


News ncorporotes the Architect 
subscription, iniand overseas 
Registered os a@ 


The Architect and Building 
founded in 1854 The onnue 
Published by ILIFFE & SONS LTD DORSET HOUSE, STAMFORD STREET, LONDON 
Telephone WATERLOO 3333 (60 lines) Telegrams ARCHITONIA, SEDIST, LONDON 
Branch Offices: Coventry. 8-10 Corporation Street; Birmingham: King Edward House, New Street 

Tel.: Blackfriars 4412 (3 limes), Deansgate 3555 (2 lines): Glasgow: 268 Renfield Stree 


Manchester: 260 Deansgate ¢ 


Architect, Sir Edward Maufe, R.A., F.R.1.B.A 


St. Columba's Church of Scotland, Pont Street. 
It replaces the building destroyed in|941 by enemy action, and was re-dedicated earlier this month 
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EVENTS AVD COUMMNENTS 


THE ANTI-CLIMAX 


It is difficult to think of anything to write about that 
could possibly be of interest to you two days after your 
Christmas holiday. Here am I with seven shopping days 
till the day trying to put myself in the mood of next 
Thursday week. It can’t be done. The best I can do is 
to refrain from Christmas talk and to hope that you 
enjoyed it all as much as I hope I am going to. 

It is an odd fact that in weeks when printing sche- 
dules go crazy architectural news always breaks in 
waves. At this moment as I write there is hot news on 
New Churches for Coventry, the completion of the 
Royal Festival Hall, the L.C.C.’s scheme for the Crystal 
Palace, the much debated Youth Hostel at Holland 
Park and a number of less important but interesting 
other things. When you read about them here the news 
will be nearly two weeks old. I am sorry. 


LONDON AIRPORT 


Her Majesty the Queen officially inaugurated the new 
buildings at London Airport on 16th December when 
she unveiled an inscription and opened “The Queen’s 
Building” which forms the central block of the fully 
developed terminal buildings scheme. I know that 
Mr. Frederick Gibberd was there because his back 
appeared in a picture in The Times but in the account 
of the proceedings inside the paper although the child 
who presented a bouquet to Her Majesty was fully 
described there was no mention of the architect. 

Mr. Gibberd deserves the praise and thanks of the 
public for his work at London Airport and the mention 
of his name in an account of the Royal Visit is the 
very least that might have been expected. 

The national press would do a service to the public if 
it made a rule that architects of all new buildings des- 
cribed or illustrated should be mentioned. This would 
provide a very modest amount of well deserved 
publicity to some and serve as a warning to potential 
clients of others. 

CHEAP CHURCHES 

The sudden death of Dr. Gorton, the Bishop of 
Coventry, who did so much for the cathedral, has cast 
a shadow over Mr. Basil Spence’s new scheme for a 
series of cheaply constructed churches for Coventry. 

The scheme was illustrated in the daily papers a week 
or so ago and is the fruit of more than a year’s work by 
the architect, work in which he was greatly assisted by 
the bishop's enthusiasm. 

It so happened that the picture in The Times 
showed an early form of bell tower, later schemes 
appeared in the Illustrated London News. The idea is to 
provide a standardised set of units consisting of Church, 
Bell Tower, Church Hall and Vicarage, which can be 
grouped in different ways on different sites. The church 
is designed to seat 250 and the church hall, which 
accommodates 100, is provided with domestic services. 
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The simple and I think rather elegant bell tower is what 
might be described as movable coloured cladding 
which can be re-arranged for special occasions. The 
astonishingly low price of £16,000 does not include the 
vicarage. 


COMPLETION OF 
FESTIVAL HALL 


I have always defended the somewhat unsatisfactory 
external appearance of the R.F.H. on the grounds that 
the building was not finished. My case will be consider- 
ably weakened if the latest proposals of the L.C.C. are 
carried out. The original idea was that a small hall-cum- 
theaire to seat 800 was to be included in the design; 
this, with its stage and an exhibition gallery, was to be 
located partly below ground and partly under the foyer. 
This would have lengthened the main building in the 
Cirection of Belvedere Road. 

The L.C.C. has now had second thoughts based partly 
on the following. First. the road lay-out for the South 
Bank has been altered and would make the carrying out 
of the original plan more difficult. Secondly, it is now 
considered that it would be wasteful and difficult to 
promote concerts and theatrical productions in the same 
hall. (It should also be remembered that it is now 
intended to build the National Theatre on the South 
Bank) and thirdly that the Queen’s Hall Committee 
suggested that the demand for a 1,000 seat hall in 
London might be met by the L.C.C. as an addition to 
the R.F.H. 

The new proposals are that a concert hall (not a 
theatre) should be erected between Waterloo Bridge 
and the R.F.H. and that the existing building should be 
provided with such additional facilities as are now 
needed for its full and efficient functioning (this may 
provide the added length which I think is necessary). 

The L.C.C. hopes to obtain a treasury grant for this 
scheme because of past Government undertakings on 
the subject of the re-building of the Queen’s Hall. The 
capital cost of the undertaking is estimated at between 
1—14 million pounds. 

As a first move the L.C.C. general purposes commit- 
tee is asking for a grant of £5,000 for the preliminary 
expenses of preparing schemes and estimates. 

Two things strike me about these proposals. The 
first is that the L.C.C. does not hesitate to clutter up 
the R.F.H. with its beastly curtains and stage when it 
periodically turns the concert hall into a theatre—a 
purpose for which the building was not designed. Would 
it do the same in the small hall having purposely 
omitted the theatre element? Does it propose to con- 
tinue with its policy of wrecking the interior of the 
festival hall at regular intervals? Secondly, after con- 
siderable pressure from critics the site of the National 
Theatre was changed from “between the bridges” to 
between Charing Cross Bridge and County Hall. This 
was done on the grounds that it would be well-nigh 
impossible to compose the National Theatre and the 
R.F.H. satisfactorily on the site. 

Will not the new hall pose an identical problem? It 


THE ROYAL 


f. 
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Model of the proposed Youth Hostel adjacent to Holland House. In a letter to The Times, the Chairman of Kensington 
B.C. Housing and Town Planning Committee describes the low dormitory wing designed in materials to harmonise 


with Holland House as admirable, but objects stronr 
pleasant wooded area... 


in violently contrasting materials from the remaining buildings."’ 


to the high block, ‘‘this cold, gaunt structure rising from a 


Reproductions of the 


architect's drawings are shown on page 848 and 849 


will, one supposes, be a smaller block than the National 
Theatre and the problem may not therefore be as acute 
A connecting link between the R.F.H. and the new 
block is mentioned in the L.C.C.’s proposals. This 
might provide an answer but buildings given connecting 
links for which they are not designed are seldom im- 
proved thereby. I shall look forward to the scheme with 
interest tinged with anxiety. 


HOLLAND PARK 
HOSTEL 


The steady opposition of the Kensington Borough 
Council to Sir Hugh Casson and Neville Conder’s 
design for a youth hostel incorporating the remaining 
wing of Holland House continues. In the past this row 
has, as far as the public is concerned, been carried on 
in the dark because the Youth Hostels Association 
would not allow plans to be published. A joint L.C.C 
Y.H.A. press conference has now been held and the cat 
is out of the bag. The scheme is illustrated elsewhere in 
this issue and my picture shows a view of the model 
The moans of the Kensington Borough Council are as 
I suspected groundless. 

I have not yet heard whether the L.C.C. has given 
planning approval to the bold scheme by the same 
architects for the redevelopment of a site opposite St 
Marylebone town hall which includes a proposed office 
block of 22 storeys. 


YOUTH 


BATHS AT CARDIFI 


Cardiff Corporation have received permission from 
the M.o.H.L.G. to build a swimming pool for the 1958 


British Empire Games at a cost of £450,000. The report 
that I have seen does not say who the architect is nor 
whether the scheme has yet been designed 

Some months ago the scheme of a student, Mr. Keith 
J. Evans, B.Arch., for a Lido beside the river in Cardiff 
was published in the A.A&B.N 
this page 


and commented on on 


The subject would make an excellent competition but 
I doubt whether there is time to organise one and have 
the baths finished by mid 1958 


FIRE SURROUND COMPETITION 


The Institute of Fuel is to be congratulated on its 
decision to hold a competition for the design of “settings 
Sho:tly after the war 
it was almost impossible to find a reasonably priced 


for free-standing domestic fires” 


ready made fire surround of pleasant design. One or two 
firms had good stock items at a price but generally 
speaking slabbed-up tile 
Thanks to continuous criticism in the architectural 


surrounds were atrocious 
papers and from architects themselves many manufac- 
turers began to produce better designs. This competition 
is a further proof of progress 


Ihe three first prizes—there are three sections to the 


competition —each of 200gns should attract a good entry 

Ihe names of the judges have not been announced 
I hope it will be a worthy list. I hope also that the 
R.1.BA. will give the necessary approval—or is this 
type of competition exempt from the rules of the com- 
petitions committee?’ 
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INTRODUCTION 

Radiation gave a Christmas party partly I imagine 
to exercise their new public relations officer Mr. Colin 
Woodall, late of the Parkinson Stove Co. and partly to 
show off Mr. Eric Bellingham, who recently gave up the 
Director Generalship of the C.U.C. to become head of 
their solid fuel branch. Dr. Harold Hartley, Chairman 
of the Company, made the speech of the year in less 
than 50 words. 


50,000 UP 


The Ministry of Works library celebrated its 50,000 
accession on 12th December with a modest domestic 
party to which its regional librarians and a handful of 
favoured outsiders were invited. Mr. Agard Evans, the 
librarian, spoke of the rapid growth of the library since 
its fouadation after the war and of its growing import- 
ance.* He explained that an “accession” was something 
which had been fully “processed” through the library 
system ending up in the catalogue. The lucky book was 
a reprint of a standard work on the English cabinet- 
maker. 

Sir Harold Emmerson, Secretary of the Ministry and 
soon to be transferred to the Ministry of Labour, said 
that when he told the Minister of the occasion being 
celebrated his first two questions were “Is it necessary 
and how much does it cost.” He was able to assure him 
that the library was indeed necessary and that at least 
half of its accessions were obtained free. 


ABNER 


(*It now answers enquiries from inside and outside the 
Ministry at the rate of 15,000 a year.) 


A.B.S. Draw Result 


> aw ace Me rs. ( H. « 
The A.B.S. Prize Draw took place ERIDA. pen Eric Cole. ERILBA. the title Eustace H. Button and 
W. Barnard and 


Imperial Square, Messrs. Edwards and Webster, 
Cheltenham, have taken into partner- F./A.R.1.B.A., 


it the Annual Ball on Thursday, Dec- 
ember 8, at Grosvenor House when 
Mrs. C. H. Aslin drew the following 
lucky numbers 


practising as L. 
Partners at 13, 


No Name District 
22633 Miss E. P. Hanbury Torquay A.R.LB.A.. and 
21407 Mr. C. E. Taylor Bristol 


2409 Mr. G. H. Gray Tynemouth 
26059 Mr. F. J. Humphreys 
23832 Mr. J. Coyle 

2626 Mr. F. J. Hammick 


Wraysbury 
Greentord 
Plymouth 


will continue. 


PARTNERSHIPS 
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Correspondence 
New Churches 


Sir,—In view of the considerable amount of church 
building which is now going on all over the country, your 
readers may be interested to learn that the following 
Resolution was passed at the Session of the National 
Assembly of the Church of England held on November 16 
last. 

“That the Assembly, regarding with concern the 
continually rising costs of church building projects, and 
appreciating the difficulty of making local decisions 
about the building standards to be adopted, asks the 
Church Commisisoners, in association with the Central 
Council for the Care of Churches and diocesan repre- 
sentatives, to make an early investigation of the problem 
with a view to providing guidance to diocesan and 
parochial authorities.” 

The Central Council for the Care of Churches is plan- 
ning to hold a public exhibition dealing with this topical 
problem during the fortnight beginning February 6, 1956 
(to coincide with the Spring Session of the Church 
Assembly) at the Building Centre, Store Street, W.1. This 
exhibition will be opened by Professor A. E. Richardson, 
P.R.A., and will consist of plans, drawings, models and 
photographs of churches and hall-churches erected since 
1940. Architects who wish specimens of their work to be 
considered for inclusion in the exhibition should send 
photographs or drawings of small size to the Librarian, 
Central Council for the Care of Churches, Fulham Palace, 
London, S.W.6, who will communicate with them further. 
should enlarged photographs or drawings or plans on a 
particular scale be required. The closing date for receiving 
material for consideration has now been extended to 
January 10, 1956. 


Yours faithfully, 
JOAN M. PETERSEN, 
Librarian, Central Council for the Care of Churches. 


Chief Assistant for the past six years. 


Ryland. M.BE.. The practise will be carried on under 


Partner. 


A./A.M.T.P.I., are 


ship Messrs. G. P. Ryland, A.A.Dipl., taking into partnership Mr. L. V. 
John L. Jones, Bacon, A.R.I.B.A., as from Ist Jan- 
L.R.I.B.A. The practice will continue vary 1956. The title of the firm will 
under the present name and from the remain unchanged. 

19519 Mr. G. W. Batham Torquay same address. The 


association with Mr. Edwards and Mr. Bacon will 


Eric Cole and Partners of Cirencester continue the practice at 10, St. Mary 


Street, Chippenham, Wilts (Tel. Chip- 


16257 Mr. P. Billington Brighton 
2248 Mr. Kenneth Austin Abingdon 
16683 Mr. R. Southall Reading 
12619 Mr. D. W.L. Gallannaugh London 
4924 Mr. H. S. Stonard Wirral 
18680 Mr. F. Jones Exeter 


Each programme for the Ball had a 
number. These are the lucky ones 
waich will be rewarded with a free 
ticket for next year's Ball. 


APPOINTMENT 


Professor A. E. Richardson, P.R.A.., 
F.R.LB.A., and Dr. John Betjeman 
have joined Westminster Cathedral art 
commission at the invitation of 
Cardinal Griffin. The commission is to 
meet early in the new year, and will 
consider plans for work on the interior 
decoration of the cathedral. 


« 
Messrs. Eric Cole, F.R.LB.A., and Penham 2294) and Mr. Webster will 


G. H. Ryland, M.B.E., F.R.1.B.A., 
practising as Eric Cole and Partners 
at Dyer Street House, Cirencester, 
have taken into partnership Messrs. K. 
H. Caudle, A.R.LC.S., and R. R. 
Milton-Hine, Dip. Arch. (Leics.), 
A.R.1.B.A. The practice will continue 
under the same name and from the 
same address. The association with L. 
W. Barnard and Partners of Chelten- 
ham will continue. A branch office 
has also been opened at 12, Bath 
Road, Swindon, Wilts, in the charge 
of Mr. P. J. Lord-Smith, A.R.1I.B.A. 


Mr. Eustace H. Butten, practising 
at 23, Berkeley Square, Bristol, 8, has 
taken into oartnership Mr. J. B. 
Ackland, A. - > A., who has been his 


devote himself to the practice at 
Devizes, Wilts. As from Ist February 
next the address of the Devizes office 
will be moved to No. 22, St. John 
Street, Devizes (Tel. Devizes 52) where 
trade catalogues will be welcomed. 
* * 
COMING EVENT 

Royal Institute of British Architects 

“Architecture Inside Out,” Christ- 
mas Holiday Lectures for Boys and 
Girls, by William Allen, A.R.I.B.A. 
First Lecture: January 2 at 3 p.m., 
“Materials for Building.” Second Lec- 
ture: January 4, “The Shape of Build- 
ings.” Third Lecture: January 6, 


“Light, Sound and Colour.” Admis- 
sion free, by ticket only. 
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A.B.S. Competition 
for Old People’s 


Homes 
PRELIMINARY announcement of 
the competition promoted by the 
Architects’ Benevolent Society appeared : 
wt 
in our issue of December 1. - , 


To assist competitors a photograph 
has been specially taken for this journal 
of the site at East Horsley, Surrey 


The conditions state that it is the 
intention of the promoters to proceed 
with the work, and that the first portion 
will consist of six dwellings and a portion 
of the Warden's accommodation. The 
remainder will be undertaken’ as 
contributions are received (The fund now 
stands at £19,600) 


The object of the competition is to obtain a design which 
will provide imaginatively and economically, various types of 
dwellings for old people in self-contained homes. where. 
surrounded by their treasured possessions, the occupants may 
enjoy normal life 

The promoters will look for a scheme which provides a 
graceful layout with a degree of architectural unity and at 
the same time avoids any appearance of an institute 

Competitors should endeavour to design dwellings simple in 
character, and in materials which will not go shabby quickly. 
but rather will improve with age. Competitors are advised to 
visit the site and the district 

The total cost for the whole scheme of twenty dwellings 
Warden's House and Tenants’ Common Room, together with 


° 
+ 
‘ 
x x 
Maw 


all roads. services, landscaping the layout and internal! fences 
must not exceed £46,000 


The Assessors are Mr H S. Goodhart-Rende! O.BE 
F.R.LBA Mr. Arthur W. Kenyon, C.BE F.RLBA 
M.T.P.1.. and Mr. G. Grenfell Baines, A.R.I.B.A.. A.M.T-P.1I 
The first premium is £100 and an additional £75 may be 
awarded at the discretion of the Assessors between not more 
than three competitors. The last day for submitting designs is 
April ¢ 19%¢ The competition is open to all registered 
architects in Great Britain, Northern Ireland or the Republic of 
Ireland and to those who, being qualified for registration, have 
applied to A.R.C.U.K. Copies of the conditions of competition 
can be obtained from the Secretary, the A.B.S., 66, Portland 
Place, W.1 


§ 
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Crystal Palace Development 


On 20th December, the London County Council gave approval in principle to the final recommendations put forward by Sir Gerald Barry, 
Consultant to the L.C.C. on the redevelopment and use of the Crystal Palace estate. In November 1954 the Council approved in principle 
the proposals for developing part of the estate as a National Youth and Sports Centre (see Key Plan). The final proposals add to this a 
comprehensive National exhibition centre on the site of the old Crystal Palace, designed by the Architect to the L.C.C., and a scheme 
for the garden layout prepared by the Chief Officer of the Parks Department. They will be illustrated and described more fully in next week's 
issue. In his report to the Council, Sir Gerald Barry says ‘‘Quite apart from the desirability of providing a home for the British Industries 
Fair there is a general pressing need for an up-to-date exhibition centre in London. .. . on the scale and in the style required for large 
trade shows. Some prejudice against the Crystal Palace site persists on the ground that it is thought to be inaccessible"’ . . it is worth noting 
that the Crystal Palace is nearer to the centre of London than is Castle Bromwich (the present home of the heavy engineering centre of 
the B.1.F.) to the centre of Birmingham. 


“It is highly desirable in principle that, at a time of unprecedentedly keen and growing competition for world trade, Britain should have 
at its disposal up-to-date exhibition buildings at least as good as its competitors it would seem reasonable to suppose that if cities 
such as Milan, Brussels, Utrecht ond Hanover find such projects profitable, it should not be beyond the capacity of the capital of our 
still rich and powerful country to do as much . The Crystal Palace affords the only remaining opportunity for an up-to-date exhibition 
site neor the centre of London 


. 

| 
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KEY 


1. Coach and Bus Station 
2. Multistorey Car Park 
3. Open Air Exhibition 
. Exhibition Hall ‘A’ 
. Main Exhibition Hall & Arena 


. Restaurants 


. Low Level Station 


4 
5 

6 

7. Greenhouses 
8 

9. Open Air Amphitheatre 
0. Sports Stadium 

Il. Sports Hall 


12. Hostel 


13. Paxton Memorial Gardens 


14. Swimming Lake 


1S. Ski Tower 
16. Motor racing Paddock 
17. Bandstand 


18. Piazza 


19. Staff Yard 
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PLAN. SCALE: lin 24ft 


Women's Shop 


SHOP INTERIOR 


for Russell & Bromley, Leytonstone 


architects: E. D. JEFFERISS MATHEWS, O.B.E. 
J]. Douglass Mathews & Partners 


assistant: Bernard Green 


HE shop. on the ground floor, was last altered in a major way a few 
years before the war and it was required to re-plan the lay-out and 
provide new fitments for the interior to accommodate changes in selling 
methods and larger stocks which now need to be carried. It was also neces- 
sary to improve the intensity of the lighting for that which is now generally 
accepted by the public as a minimum is far greater than the tungsen lamps 
of the existing shop could provide. 

As the show windows and fascia were all in good condition and did not 
show their twenty years of age either in design or wear to any marked 
degree, it was decided only to open up the entrance doorway by the 
removal of two bow windows flanking the existing door and to repair the 
external lobby. It was beyond this point that the major alterations were 
carried out. 


ne 
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It was essential to provide 4 maximum number of 
seats for the rush periods which occur during Saturdays 
and sales without giving any suggestion of crowding. 
From experience five seats per assistant has been found 
a convenient number for this particular shop and spaces 
for this number as a minimum were provided in each 
grouping. 

All boxed shoes are concealed in a stock corridor in 
contrast to the traditional display of shoe boxes, to 
allow a more concentrated system, reducing time in the 
selection of any particular type of shoe by the assistants. 
Wrapping is, however, kept in the selling area as the 
customer does not like to feel deserted immediately after 
a purchase. 

The children’s section placed immediately by the door 
is arranged to take the inevitable pram or push chair 
and to allow other small members of the family to 
amuse themselves without interfering with the general 
flow of customers through the shop. 

To overcome the unexplainable shyness of most men 
in buying any article of clothing, their department is 
kept quite separate but near enough to the handbag 
and novelties section to encourage their inspection. 


Materials and Fittings 

Display fittings and counters are finished in natural 
timber or veneers wax polished. In certain cases tops 
are finished in laminated plastic to take excessive wear. 
for example the cash counter and repair department 


counter. A further saving in incidental damage and 


Men's Department 


839 


scratching was achieved by providing a slatted shelf at 
the front of the display and repair counters for baskets 
and parcels. 

All display fixtures are made adjustable to give scope 
for different dressing at various seasons. The methods 
of adjustment have been made as simple as possible and 
are generally achieved by pegs or pins fitting into holes 
in upright members. 

Walls and ceilings are finished in matt paint in pale 
colours, yellow and blue grey, to give maximum reflec- 
tion of light 

The false ceiling to the front of the shop is formed 
of “V” jointed hardboard on timber bearers and painted 
in checkerboard pattern using white and pale blue, to 
follow the linoleum tiled floor. The feature curtain to 
the women’s department is a bold pattern in mauve, 
yellow and black on a white ground. Elsewhere grey 
curtains are used for screening. 

A mixture of fluorescent and tungsten is used to give 
both intensity and variation. The longitudinal fittings in 
the women’s department, designed by the Architect, 
were made in timber by the General Contractor, and 
the louvres and lamp gear fixed on site by the elec- 
trician 
Services 

The existing radiator system was retained with only 
minor modifications dictated by the new layout 

The general were H. Darby & Son 
(Leyton) Ltd 


contractors 
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existing column 


blockb'd plastx veneered 


Ndwd shelves 


cupdids bolted 
to uprights 


Cash desk details. Scale: i in | ft 
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Fitting behind counter 
Scale: | in | ft 


Shop interior, Leytonstone 


Cash desk display shelves. Scale: | 7th 


Flower 
Box 


detail 
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THE ARCHITECT 
Shop for Russell & Bromley, Tunbridge Wells 


architect: E. D. JEFFERISS MATHEWS, O.B-E. 


GROUND FLOOR PLAN: SCALE: | IN 
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assistant: Victor Nicholas 


N view of the changes in require- 

ments and methods of service and 
stosage since the shop was last 
altered in about 1935, it was re- 
quired to replan the shop and im- 
prove the shop-front, fascia and 
lettering. 

In replanning the shop, the main 
requirements were improvement in 
seating arrangements. comfort of 
customers, and the division of the 
shop into departments in an orderly 
manner. 

It was also required to re-design 
the lighting facilities and to improve 
the stock shelving situation. both 
from a storage accessibility and 
appearance point of view. 


Layout 


To facilitate the use of some of 
the window display for the Men's 
Department, one of the rear display 
windows was removed and replaced 
with a smaller display case. In this 
way it was possible to form a small 
Department for Men. just inside the 
shop, so arranged that the Handbag 
Department showcases could be in- 
spected by male customers without 
entering the Ladies’ Department. 

The line of the suspended ceiling 
and floor accentuates the proximity 
of these departments to each other. 
and separates them from the Ladies’ 
Section. This effect is aided by the 
slatted screen which follows the line 
of the change in floor covering and 
suspended ceiling. 

A Stock Passage was formed to 
keep the shop free from unsightly 
shelves of boxes, and to provide 
extra storage on either side of the 
passage; this passage being situated 
behind the curtain-hung wall. This 
in turn had the effect of reducing the 
width of the shop and giving an 
appearance of greater length. 
Materials and Fittings 

The infilling below the shop win- 
dows was carried out with heather 
brown tiles with a backing of breeze 
blocks. Above the windows a resin 
bonded plywood painted dark green 
was used, with “v” joints in a diaper 


aa 


pattern, painted white. The small 
letters to the fascia are stove 
enamelled white, and the larger let- 
ters are green on white fascia fixed 
to the white balustrade. 

The new paving to the entrance to 
the display windows is Texicrete 
non-slip tiles. 

The fittings and cases in the 
Handbag Department are 
polished hardwood, as also is the 
cash desk. 

The display wall in the Men's 
Department is formed of polished 
veneered plywood with recessed 
pegboard show panels painted white. 

In the Ladies’ Department the 
display panels are formed of inset 
pegboards framed in_ softwood, 
painted white. These display re- 
cesses are accentuated by the green 
patterned wall-paper, which has a 
white background. The wall-paper 
returns along the end wall up to the 
exit door to the stock passage. Here 
a contrast has been made up by a 
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white painted panel beside the door 
and a green matt finish panel over, 
flanked by wine-coloured curtains 


Services 

Tungsten lighting has been used 
throughout. Pendants giving the 
main overall light to the Ladies’ 
Department, with additional con- 
cealed lighting from the suspended 
ceiling and concealed lighting shin- 
ing on to the pegboard display 
panels. The intensity of lighting for 
the showcase and fittings in the 
Handbag Department is provided by 
the shaded pendant fittings situated 
over the counter. Additional light is 
provided in the entrance by the 
circular lense let into the suspended 
ceiling. and concealed lighting 
above it. The lighting to the Men's 
Department is given by egg-crates 
let into the suspended ceiling 

The existing Radiator system has 
been adapted to the new layout 

The general contractors were 1 
Bates and Sons. Ltd 


Women's department 


From 
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men's section 
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C.P.0.0°8 & P.O. 


ROYAL NAVAL 


DEVONPORT 


architect: E. 


HIS block, which forms part of 

the overall scheme for Devon- 

port Barracks, is the first new block 

to be built in the long term 

modernisation of the Royal Naval 

Barracks at Chatham, Portsmouth 

and Devonport, for which Mr. Berry 

Webber is retained as consulting 
architect 


Although housed in one building, 
the C.P.O.’s and P.O.’s are quite 
distinct entities. This fact governed 
the pla Messing, sleeping and 
recreational accommodation — has 


BERRY WEBBER 


29 December 1955 


North-east facade 


Block 


BARRACKS 


been divided with separate main en- 
trances for C.P.O.’s and P.O.’s at 
either end of the block. Apart from 
certain engineering accommodation 
on the lower ground floor, the only 
common feature in the lay-out is the 
central galley serving both messes. 
Advantage has been taken of the 
sloping site to place the building on 
a podium and so achieve cloakroom 
and storage space at lower ground 
floor level. The public rooms are on 
ground floor level with the cabins on 
four floors above, planned around 


three interior light wells with 
dormitories for messmen on the fifth 
floor. Each of the 624 cabins 


(approx. 10 ft x 9 ft) for the C.P.O.’s 
and P.O.’s has the facilities of a 
modern hotel bedroom, with hot and 
cold wash basins. 


The messes have barrel roof lights 
finished internally with acoustic and 
fibrous plaster. The billiards rooms 
are panelled and murals are being 
provided later in the smoking rooms 
and bars. The galley is capable of 
serving an emergency complement of 


Main entrance 
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ubout 24 times the peacetime 
numbers and cooking is by gas, 
electricity and steam. 

The building is heated from a high 
pressure hot water district heating 
system. The messes and public 
rooms have floor coil heating. 
radiators are supplied to each cabin 
. and ceiling heating panels are fitted 
in the messmen’s dormitories. There 
is mechanical ventilation in the main 


public rooms and partial air cleaning 
and heating by the plenum system 
| in the ground floor rooms 


} The building is stone faced, stecl 
framed, with cavity walls and 
reinforced concrete hollow tile floors 

with a flat reinforced concrete roof 

insulated by a layer of cork and 

reflecting tiles Messroom. Similar in both sections 

The interior decoration has been 
designed to avoid” giving an 
“institutional” appearance and a 
wide range of colours has been used 
in the treatment of cabins to stress 
individuality. Each cabin is named 
after a ship of the Royal Navy. The 
building, which cost approximately 
£750,000, was built under the super- 
vision of the Civil Engineer Manager 
at Devonport by Dudley Coles & 
Partners Ltd. in a little over 2) 
years. The artists for the murals are 
Mr. John Barker and Mr. Anthony 


Baynes 


General Contractor 
Dudley Coles & Portners Ltd 


Sub-Contractors 


Accotile Pawing: Neuchatel Asphaite Co Led Aspho/t 
{ Ragusa Asphaite Co. Led Asphalt Roofing 
Rook Asphaite Co Ltd Bricks: Midhurst Whites 
td..Fecing. Bronze Ornamental Grilles: C. Harvey 
& Co Bronze Ornamental Lenterns: C. Harvey & Co 
rst ir Drain: S. Wright & Co. Led. Cost 

Re:nwoter Heods Nicholls & Clark Led Cork 
tron to C Room: Ashby Warner & Co. itd 


Lounge 


teelwork Dawnays Ltd Cement 
ze Wall Finish: Robbs Cement Enamel Finishes 


td Fibrous ond Acoustic Plosterin lark & Fenn 
Floor ont Main entrance hal 


zing. Andrewartha Led Glozed 
er & Co. Ltd. Granolithic Povwir 

Heating and Ventilation. Arthur 
ronmongery: james Gibbons Led 
W | Furse& Co Led Pointing 
Plostering. Tome: & Sons Led 
drey Led Portiond Stonework 


nd Stone Firms Ltd Portiand 


ns (Bolton) Ltd Rubber ond Linoleum Flooring 


Co 


c espeker & Co. itd Woll Ponelling, Bor 


- 
84s 
Tor e 4 Sons « 
& Son Ltd 
mbing: R. 
\ The Bath & Port), 
We Linings Ww Jenkins & C td 
Quorry Tile Powing: Carter & Co. itd. Reinforced ‘ 
oncrete ic Block Windows ond Roof Lights A 
yafer Led Rolling Shutters (Metal): john Booth & 
A:pite Products Ltd Sonitory Fittings: Iron & Marble 
Met ngs ond Portitions ‘ 
Maple & Co. Ltd. Windows (Metco!) * 
Luxfer Led Wood Block Flooring: Horsley, Smith & - “4 
Haves) Led 
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Lamp at main entrance 


FIFTH FLOOR PLAN 
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TYPICAL UPPER FLOOR PLAN 
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PROPOSED YOUTH HOSTEL AT HOLLAND HOUSE, KENSINGTON 
ARCHITECTS: SIR HUGH CASSON AND NEVILLE CONDER 
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URING the last four months a 

great many changes have been 
taking place in the administration and 
law relating to Housing and Planning. 
With two exceptions these have not 
been major changes, but nevertheless 
are of some importance. Housing, a 
subject which is never far from the 
news, have occupied pride of place 
and it is in this field that two major 
changes have occurred or are occur- 
ring 


Small Dwellings 


In May last year the Ministry of 
Housing introduced a new scheme to 
assist people who wished to buy a 
small house for themselves. The de- 
tails of the scheme was set out in 
Circular 42/54—and as a result over 
nine hundred local authorities applied 
to the Minister for his approval to 
operate the scheme. Broadly speaking 
the scheme enables local authorities 
to utilise their powers under Section 5 
of the Housing Act, 1949, to guarantee 
advances made by Buiiding Societies 
for the purchase of small houses. The 
Minister has now decided to simplify 
the scheme and has described the new 
arrangements in Circular 45/55 of 
September, 1955. This is, no doubt, 
an attempt, among other things, to 
encourage those local authorities who 
are not at present operating the 
scheme to do so. Indeed, the Circular 
states that “The Minister would be 
glad if both those authorities who 
have not replied [to the earlier Circu- 
lar] and those who have previously 
decided not to operate the scheme 
would reconsider the matter in the 
light of the revised scheme set out in 
this Circular and Appendixes and 
notify him of their decision at an early 
date” 

The revised scheme, which will 
come into operation for new  pur- 
chases at once, applies to houses 
whose purchase price or valuation, 
whichever be the smaller, is £2,500 or 
less. Where a house is purchased 
under the scheme the maximum 
advance depends on when the house 
was built. If built before 1919 the 
maximum advance will be 90 per cent, 
and it will be 95 per cent for those 
built during that year and after. The 
interest payable on the advance will 
normally be that charged at the time 
of the advance on comparable loans 
by the Society. The maximum period 
for repayment is to be 25 years. It 


COMMENTARY 


Changes 
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BAYFIELD 


is to be noted that the scheme anti- 
cipates that the mortgage deed may 
contain an interest variation clause 
which may provide for both the 
interest and the period of repayment 
to be varied. 


Those who buy their houses 
privately without the aid of a Building 
Society or similar body may not 
always be so well informed as the 
latter are. It is with such people in 
mind that the Minister of Housing has 
recently issued Circular 54/55. The 
circular concerns advice to be given 
to intending house-purchasers on slum 
clearance proposals. The Minister 
observes that 


“The renewal of slum clearance 
makes it necessary for action to be 
taken to ensure as far as possible 
that intending house-purchasers do 
not, in ignorance of the Council's 
intentions, buy houses likely to be 
included in a clearance area in the 
next five years or so or to be the 
subject of demolition orders. He 
has specially in mind people who 
are buying for their own occupa- 
tion—including sitting tenants.” 


These are sentiments with which 
everyone will agree. The circular 
rightly points out that once a clear- 
ance area is declared that fact will 
normally be published in the press, 
and it will, of course, be noted in the 
Local Land Charges Register The 
Development Plan may also afford 
some guidance. Finally, the autho- 
rity’s proposals under the Housing 
Repairs and Rents Act will be open 
to inspection when approved. The 
circular points out that the most diffi- 
cult stage occurs before a clearance 
area is declared. But, the circular con- 
tinues “it would be difficult and 
probably undesirable for the Council 
to publicise their intentions to declare 
a particular clearance area before they 
actually pass the formal resolution 

and the Minister does not advocate 
Ss What, then, does the Minister 
advocate? He urges Local Authorities 
to issue a general reminder through 
the press that they are engaged on a 
slum clearance programme and “make 
such other statements from time to 
time as they think fit.” He also urges 
that they “should advise those who 
are proposing to buy older houses in 
the district to make inquiries at the 
Council offices It does not seem 
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in Law and Administration 


likely that any Local Authority will 
find this Circular strong meat. 


Requisitioned Houses 
Another class of house which has 
been the cause of a good deal of 
concern consists of those that ar: 
under requisition. It was the purpose 
of the Requisitioned Houses and 
Housing (Amendment) Act, 1955, to 
ease the problems caused by requi- 
sitioning. The Act came into opera- 
tion on June 6, 1955, and its object 
according to Circular 39/55, is 
to enable Councils to wind 
up the use of requisitioning for 
housing purposes by March 31, 
1960, and to provide new measures 
and Exchequer assistance to make 
this possible, without causing hard- 
ship to the families living in the 
houses.” 
Those concerned with the operation 
of this Act will find this a very useful 
circular. The first part sets out clear 
and useful guidance to local autho- 
rities on the exercise of their powers 
under the Act. Appendix I contains 
notes on the Sections of the Act, 
while Appendix II explains the 
financial arrangements. Appendix 
Ill deals with the retention by the 
authorities of vacant dwellings or 
parts of them and sets out the relevant 
forms. The final Appendix deals 
with invitations to owners to accept 
the occupiers as tenants and prints the 
appropriate forms. This is an un- 
usually clear, full and readable Cir- 
cular. It is a pity we do not see more 
like it. 


Housing Subsidies 

By far the most vexed problem that 
concerns Housing of almost every 
type and kind is that of Rents. The 
first serious attempt since the war to 
deal with this problem was _ the 
Housing Repairs and Rents Act, 1954 
This complicated piece of legislation 
related, so far as rents are concerned, 
almost wholly to. privately owned 
property. Present indications sug- 
gest that its complexity has not been 
matched by effectiveness. Indeed, it 
seems destined to join the long line of 
otiose statutes along with its incom- 
prehensible brother the Town and 
Country Planning Act, 1954 

There now comes an attempt to 
deal with the public aspect of the 
Housing Rents problem. At present 
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Local Authority housing accounts do 
not balance. Much more is spent on 
housing than is received from rents 
and rates on the properties concerned 
and this tendency has been growing 
It is this situation which the present 
Housing Subsidies Bill is intended to 
improve. Its purpose is to bring local 
authority housing accounts nearer to a 
state of balance. 

It aims to achieve this by reducing 
the contributions now paid by the 
Exchequer and by relieving Local 
Authorities of their obligation to 
make parallel contributions out of the 
There are to be some im- 
portant exceptions to this general 
arrangement. The present Exchequer 
subsidy is to be maintained on houses 
built for slum Special 
arrangements made tor 
built in connection with New 
Towns and Town Development Act 
Schemes and there number ot 
other special cases little 
point in examining measure in 


detail, at this stage, 


rates. 


clearance 
are to be 


houses 


are a 

There is 
the 
but some things 


do stand out This is the first Bill 
produced by the Ministry for some 
considerable time which wears the 
uppearance ol caretul and co 


Moreover. i! 
is likely to 
law 


ordinated torethought 
seems to Bill which 
be understood when it 
Certainly it seems to fit 
into the general policy of the Ministry 
in recent months. Finally. whatever 
may be thought of the merits of the 
Bill. its presentation shows a measur¢ 
of political courage in the Muiniste 
undreamt of in the philosophy of his 


be a 
becomes 
intelligibls 


immediate predecessor 


The system of housing allocations to 


local authorities has also recently 
been terminated The Ministe mn 
a letter to Housing Authorities, has 


said that 
therefore 


Authorities will 
now be free to determine according 


“Local 


to their judgment of local needs, the 


number of council houses to build 
in their areas 

“The Minister is sure that, in 
formulating their future pro 


grammes, the Councils will bear in 
mind the importance of not 
loading the building industry 


ovel 


Sium Clearance 


Another serious housing problem 
and probably the most dramatic and 
intractable, is caused by the existence 
of large numbers 
These still offer a 
blem particularly in the great indus 
trial towns. When the Housing Rents 
and Repairs Act. 1954, was introduced 

White Paper was published called 
the step.” In this the 


of slum houses 


very serious pro 


next 


Houses 
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Government declared that they 
intended at once to begin in earnest 
on a slum clearance programme In 
order to do this, the White Paper 
observed, every local authority must 
assess the size of their slum problem 
and make a plan for demolition and 
replacement. It was also important to 
assess the problem facing the whole 
country. To this end the Act required 
every local authority to submit thei 
proposals for dealing with slum houses 
to the Minister by August 30, 1955 
The great majority of the detailed re- 
turns which the Minister asked for 
under the Act have now been received 
and have been published as a White 
Paper, not unreasonably entitled S/um 


Clearance (Cmd. 9593). This contains 
a Table which shows the number ot 
permanent houses in each Housing 
authority's area, and the estimated 


number of unfit houses and details ot 
their treatment These 
clude those for all authorities in I ng 


figures im 


land and Wales ‘ess a few whose 
details weie submitted too late for 
inclusion, notably Southport and 
Smethwick Nevertheless the ex 


clusions are mainly small. This docu 


ment reveals that there are nearly 13 


million permanent houses England 
nd Wales 
suthorities 
850.000 are 
The 
that 
Ihe 


conclusions 


Of these houses the loca 
estimate that 
unfit for habitation 


Ministry ws careful to point ou 


nearly 


returns represent 


which local authorities 


have been able to reach in the ight 


ot their local circumstances. There 


is, however, considerable variation in 


the information on which they are 
based some local authorities have 
been able to carry out a detailed 
inspection whereas some have had 
to rely on broad estimates 
\ vlance at the detailed figures shows 
how necessary 3s this qualificatior 


Yet they are the best figures which we 


have vet had on this vast and difficult 


problem, and they certainly can give 
rise to no complacency. Some of the 
detailed figures in this White Paper 


indeed, give ground for wondering 
whether the slum problem may not be 
worse in ten years time than it isn 
Green Belts 

Meanwhile. building new houses 


Much of this building 
Wider 


towns 


ON apace 
the edges of towns 
the 


smaller 


yvocurs at 


wider great 
the 


fast in 


and grow 


and even ones are 


expanding many instances 


This has led in its turn to renewed 
interest in the idea of Green Belts 
This formed the subject of an im 


portant Circular (42 55) issued by the 


Minister of Housing in August last 


851 


The matter was discussed by Desmond 
Heap in his Presidential Address to 
the Town Planning Institute last 
month. No one interested in planning 
should fail to read his clear, stimulat 
ing and interesting address It may 
safely be recommended even to those 
who normally shun such reading 
Upon this topic he said 


“The preservation of green open 
spaces around built-up areas and 
the restriction of the tendency ot 
urban areas to spread continually 
further and further out from a 
centre which thereby becomes in 
creasingly removed from a breath ot 
surely one of the 
fundamentals of planning control 
In my opinion the Minister of Hous 
Government nevel 
town and 
country planning when, i 
sending his recent Circular 42/55 
to local he emphasised 
the belts to 
preserve neighbouring towns from 
another and the 


country ir, 


ing and Local 


did a service to 


than 


better 


suthorities 


need to preserve green 


merging with one 


open countryside becoming 


ited still further from the centres ot 


large built-up areas_ 


The circular concerned asks loca 


sanning authorities to consider sub 


mitting to the Minister proposals for 


the creation of clearly defined Creen 
Belts 
Green Belt approval 
should not be given exeept in very 
special circumstances, for the con 


struction of new biunldings or to 


e¢ change of use of existing build 
ngs for purposes other than agri 
culture sport cemeteries, 


tions standing in extensive grounds 


0 otne cases appropriate to a 
ial area 
This latter provision conjures up a 
rather nieresting conception of a 


Existing towns and 
inside a Green Belt 
allowed to expand further” 
the circular continues. This sounds 
very well, but Mr. Heap pointed out in 


Address 


ypical rural area 
should 


| ives 


nol be 


nis 
think, 
pertinent to note that according to 


In this connection it ts, | 


the Report of the Ministry of 
Housing and Local Government 
1955 (Cmd. 9559 at p. 67) county 


boroughs wish to have 25 per cent 
more land for housing purposes than 
they have at the present time. Where 
is this 25 per cent. of additional 
housing land to be got? not, | 
hope, by county borough boundary 
causing the built-up 
town to sprawl ever further into the 


expansions 


idjacent countryside, eating up the 
Green Belt as it goes forward” 


He, then, pertinently, draws attention 


| 
4 
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to another passage on p. 63 of the 
Ministry's Report which says 


“For county planning authorities, 
whose areas adjoin over-crowded 
towns the problem has been where 
to provide for the ‘overspill’; to 
what extent to allow fringe develop- 
ment round the town and where 
best to provide for development at 
some distance from the town. 
Eagerness for and against possible 


county borough extensions has 
undoubtedly influenced planning; 
but some county borough and 


county authorities have reached an 
amicable settlement. Others have 
found it difficult to do so”. 


Mr. Heap describes these words as 
“This intriguing paragraph, which 
leaves so much unsaid”, and ob- 
serves that it “is not in itself calculated 
to inspire confidence in the preserva- 
tion of green belts in the future”. The 
circular really gets to the crux of the 
matter when it remarks that the green 
belt once defined, then 


“Even within the urban areas thus 
defined, every effort should be made 
to prevent any further building for 
industrial or commercial purposes; 
since this if allowed, would lead to 
a demand for more labour, which in 
turn would create a need for the 
development of additional land for 
housing”. 


It is by this test that the Green Belt 
policy will succeed or fail, and it is by 
this test that it is to date conspicuously 
failing 


Planning Finance 

The Town and Country Planning 
Act, 1954, revised the system of 
finance provided previously largely by 
the 1947 Act. The 1954 Act, among 
other things, established a new basis 
for Exchequer Grants to local author- 
ities. These now form the subject of 
publication by the Ministry of Hous- 
ing and local Government called 
“Explanatory Memorandum on_ the 
Revised System of Exchequer Grants 
to Local Avthorities”. This gives a 
useful description of how grants are 
to be calculated, what may be included 
in claims for grants and much else. 
There are separate sections devoted to 
grants for Buildings of Special Archi- 
tectural or Historic Interest and for 
Public Open Spaces. 

The aspect of planning finance 
which interests most private people is. 
of course, that of compensation. When 
the 1954 Act which now governs this 
kind of thing, was passing through 
Parliament two fears in particular 
were repeatedly expressed. The first 
fear was, now that compensation was 
to be paid for refusal of planning per- 
mission, the cost of a refusal would 
unduly affect planning decisions. The 
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second and opposite fear was that the 
sections which permit compensation 
to be excluded in certain cases would 
be inequitably used. The Ministry 
have now issued Circular 40/55 which 
deals with these two matters, among 
others. 


Dealing with the question of com- 
pensation and its effect upon a plan- 
ning decision the Circular states that 


“In considering some applications 
for permission to develop, author- 
ities will wish to know what would 
be the cost to public funds of a 
refusal of permission. In some cases 
this information will have a bearing 
on the question whether develop- 
ment ought to be prevented or not, 
though it is not suggested that it will 
be the controlling factor’. 


The circular states that arrangements 
have been made to enable local 
authorities to have before them, if they 
so wish, a provisional indication of 
compensation payable on refusal when 
they are considering a planning appli- 
cation. The figure will be supplied on 
request by the District Valuer. This 
is a perfectly understandable and 
reasonable provision but it will plainly 
want watching. 


If you are refused planning per- 
mission, payment of compensation 
may also be refused if certain reasons 
for refusing permission are given. 
These reasons are set out in Section 20 
of the 1954 Act. These exclusions are 
certainly capable of abuse. The Cir- 
cular is very forthright on this point. 


“Authorities are asked to ensure 
that a refusal of permission does not 
include reasons which will operate 
to bar a claim for compensation 
unless, in the circumstances of the 
case, these reasons are decisive. In 
other words these reasons should 
not be specified unless they would 
have justified refusal had they stood 
alone, or at least are a really sub- 
stantial part of the refusal of per- 
mission”, 


The circular discusses the question of 
prematurity, and of liability to subsi- 
dence of flooding, and considers when 
these terms should be employed. 


The circular also has an interesting 
p.«SSage on conditions that may be im- 
posed on the grant of permission. 


“To grant permission subject to 
conditions sO onerous as virtually 
to nullify the permission is nearly 
always wrong; in such circumstances 
a plain refusal is to be preferred. 
The point is of particular import- 
ance where the conditions are such 
as would, by reason of Section 20, 
exclude compensation under the Act 
An example might be where a plan- 
ning authority felt that they could 


properly permit development only 
at a density so low as to destroy all 
prospect of an economic return on 
the land. Conditions restricting the 
density of development do not 
qualify for compensation under the 
Act, and the fairer course in such a 
case would therefore be to refuse 
permission outright”. 


The circular also deals with the re- 
covery of compensation already paid 
when development is later carried out 
and with the need for prompt inform- 
ation from local authorities about de- 
cisions already given. 


Two sets of Regulations affecting 
local authorities have been made 
recently under the Town and Country 
Planning Act, 1954. One is The 
Recoveries from Acquiring Authori- 
ties Regulations, 1955. These Regula- 
tions deal with cases where the Central 
Land Board is entitled to recover part 
of the compensation they paid from 
the local authority who bought the 
land. The second set are The Town 
and Country Planning (Local Authori- 
ties Land: Exceptions to Section 82) 
(Revocation) Regulations, 1955, These 
revoke Regulations made under the 
1947 Act. The former regulations are 
not compatible with the arrangements 
for the compulsory purchase of certain 
local authority land under the 1954 
Act. 


Planning Inquiries 


It will be recalled that the Govern- 
ment, earlier this year, promised to 
establish an inquiry into administrative 
Tribunals. This body has now been 
appointed, under the chairmanship of 
Sir Oliver Franks. Lord Silkin, a 
past Minister of Town and Country 
Planning, is among the members. The 
Committee will doubtless consider 
planning inquiries among _ other 
matters. Meanwhile, as the Permanent 
Secretary to the Ministry of Housing 
observed recently, the number of these 
inquiries is still rising. It is to be 
hoped that the Ministry will not wait 
until the Franks committee has 
completed its work before anything is 
done to improve the way in which the 
inquiry machinery is operated and to 
improve the resultant decision letters. 
These letters are at present a strangely 
mixed bag. 


* * * 


A change has been made in the date 
of the Public Local Inquiry which 
Mr. J. J. Cunningham, Q.C., is to 
hold into the objections lodged 


against the proposals contained in the 
City of Aberdeen Development Plan. 
The Inquiry which will be held in 
the Town House, Aberdeen, will com- 
mence at 10.30 a.m. on Monday, Jan- 
uary 30, 1956, and not on Monday, 
January 16, as previously arranged. 
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Ihe House in committee on the 
Housing Subsidies Bill is still engaged 
on Clause 1, after two full days 
sittings. The clause is the crux of the 
whole proposal to revise the subsidy 
rates. The debate on December 13 
ended with some amicable exchanges 
about an allocation of time for the 
remaining clauses when the Commons 
return after the Christmas recess. 

Most of the discussion so far has 
consisted of Opposition efforts to con- 
tinue the higher rates of subsidy. This 
was sought first for local authorities 
who had within their boundaries new 
town development corporations, when 
it was claimed that difficulties were 
accentuated by industrial development 
and higher wages in the new towns 
Mr. Deedes, the Parliamentary Secre- 
tary, pointed out that in the new towns 
rents were higher too, and that the 
development corporations had no 
large pool of existing dwellings built 
aut cheaper prices. There was no evi- 
dence that adjacent local authorities 
were required to build a higher ratio 
of houses than others not related to 
new towns. This amendment was 
rejected by a majority of 47 

The next claim was for houses built 
to relieve overcrowding, and here the 
argument was that overcrowding was 
a social evil that ought to receive equal 
attention with slum clearance. The 
evil was admitted, but the answer was 
that if something was given priority 
other things must take second place 


Slow Progress 


Mr. Sandys, who rejected the view 
that people living in overcrowded 
conditions would sooner live in slums, 
said that in some districts the most 
urgent needs could be met in a few 
years but in others it was not likely 
to be overcome for 15 or 20 His 


hope was that the change in subsidy 
rates would ensure that slum dwellers 
would receive a fair share of the new 
houses that were built, which they had 
not had so far. To extend the subsidy 
to all houses built to relieve over- 
crowding would remove the incentive 
the Bill sought to create from slum 
clearance and destroy its whole pur 
pose. This amendment was rejected 
by a majority of 37. 

The third claim was entered on 
behalf of accommodation for persons 


from derequisitioned dwellings. Here 
Mr. Sandys declared his intention to 
designate without exception as un 
satisfactory the hutments and other 
substandard buildings intended only 
for makeshift use immediately after 
the war. He saw no justification for 


giving houses built to accommodate 
families from requisitioned properties 
a different subsidy, since requisitioned 
houses were part of the general pool 
of housing accommodation But he 
did promise to examine the possi 
bility of making the higher subsidy 
ivailable in respect of the demolition 
of temporary houses that had been 
on open spaces. This amend 


built 


1945 
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ment too was rejected, by a majority 
of 39, and the rest of the Bill 
carried over until after Christmas 


Was 


; Local Authorities’ Protests 


Mr. Collins asked the Minister of 
Housing and Local Government, for 
the names of associations of local 
authorities from whom he had 
received communications criticising or 
protesting against the proposals in the 
Housing Subsidies Bill; and the num 
ber of individual local authorities 
from whom he had received similas 
representations. Mr. Sandys told him 
that they were the Association of 
Municipal Corporations, the Urban 
District Councils’ Association, the 
Metropolitan Borough Standing Joint 
Committee, and 71 local authorities 


Mr. Collins commented that the list 
included the most important and 
responsible authorities representing 


iocal government In view of thei 
criticisms, and that of the south 
western executive of the National 
Housing Council a non-political 
body —would the Minister reconsider 


his policy, stand up to the Treasury, 
and insist on providing through sub 
sidies housing for people in need’? Mr 
Sandys observed that it would have 
been too much to expect that 
authorities would welcome a 

tion in payments from the Exchequer 
(December 13.) 


local 


reduc 


Clearance in Progress 


Mr. Sorensen wanted to know how 
many local authorities were now 
engaged in slum clearance; and how 
many houses and households were 
thus involved. Mr. Deedes, Parlia 
mentary Secretary, said that during 
1955, 206 local authorities submitted 


608 compulsory purchase or clearance 
orders, involving 17,190 unfit 


and $7,464 occupants. (December 


nouse 
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Revised Compensation 


Revised terms of compensation for 


unfit houses compulsorily purchased 
limited to the purpose of avoiding 
hardship—are to be authorised by a 


short Bill which Mr. Duncan Sandys 
Minister of Housing and Local 
Government, has announced his inten 
tion of introducing 


In a Statement to the House of 
Commons, he said the Government 
broad conclusion, after a review, was 


that they should adhere to the long 
established principle that owners of 
slum dwellings should, apart from 
payments for good maintenance 
receive no compensation beyond the 
value of the site. However, some 
action must be taken to mitigate the 
acute hardship inflicted in a limited 


number of cases 

Perhaps the most distressing cases 
were those of people who, in recent 
years, have been driven by the extreme 
housing shortage to buy unsound and 
substandard dwellings to live in 
Although they might have paid sub 


stantial prices for these houses and 
have kept them in good repair, the 

entitied them to compensation 
little more than the value of the 
bare land The Bill would provide 
that an owner-occupier, who was 
today living in an unfit house which 
he bought since the outbreak of war, 
should, if the house was compulsorily 
purchased, demolished or cleared, 
receive compensation at the same rate 
as would have been payable had it 
not been declared unfit. Serious hard 
ship might also arise in the case of a 
small shop or business which formed 
part of a dwelling-house The Bill 
would provide that, subject to certain 
qualifying conditions, the occupier, 
whether owner or tenant, should be 
compensated for his shop or business 


law 
al 


at the same rate as he would have 
received if it had not been declared 
unfit 

Severe hardship was also caused by 
the insufficient compensation — for 
houses which, though structurally 
unfit had been well-maintained 
Where accounts of expenditure could 
not be produced, the rates of com 


pensation payable under the Housing 
Act of 1936 were based upon building 
costs at that time, and had conse 
quently become quite inadequate, The 
Bill would provide that the Minister 
from time to time by order, 
adjust these rates to take account of 
changes in the cost of repairs. The 
Bill would extend the of 
these payments to houses subject to 
individual demolition orders 


may, 


also scope 


Ihe Minister said he had had pre 
liminary consultations with represen 


authority 


tatives of local associations, 
the London County Council and the 
Metropolitan Boroughs While they 
naturally could not commit them 
selves before seeing the Bill, they had 
indicated their sympathy with the 
object of these proposals. He added 
in answer to some supplementary 


questions that while the hardship was 


icute the number of cases was not 
large \ sample taken from com 
pulsory purchase orders dealt with by 


the Department in the past year or so 
showed that the proportion might be 
ibout 5S per cent The Bill would 
provide that the changes would take 
effect from that day. (December 13.) 
Advice and Payment 

Mrs. Castle asked that the Ministry 
of Housing and Local Government 
should accept as ranking for grant the 
incurred by local authorities in 
adapting British Iron and = Steel 
Federation houses to remove the risk 
of fire which had been found to arise 
from their construction. She claimed 
that the alternatives had been made 
with the approval of the Ministry, 
which recognised that the original 
construction was faulty. Mr. Sandys 
pointed out that they had been moving 
into a new form of construction, 
where absolute certainty was not 
possible; but it had always been a 
well-established principle that local 
were responsible for 


costs 


suthorities 


— 
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making good defects in the houses 
they owned. The mere fact that the 
advice was given by the Government, 
so far as knowledge was available, 
about which types were satisfactory, 
did not alter the fact that they were 
local authority houses. Mr. Monslow 
said that three fires had occurred in 
this type of house in Barrow-in- 
Furness this year. There were 52 
authorities who considered that they 
qualified for grant. Mr. Mitchison said 
it was only fair that when houses had 
been built or altered in accordance 
with the Minister's guidance they 
should rank for grant. Mr. Sandy’s 
pointed out that the Ministry gave 
guidance on all sorts of subjects. If 
they had to pay for everything that 
was done in accordance with their 
guidance it would amount to a very 
big bill. (December 13.) 


Accidents at Work 


Mr. Moody questioned the Ministe: 
of Labour about the number of 
inspectors assigned to watch and 
advise on the operation of regulations 
to avoid accidents in building and 
civil engineering. Mr, Watkinson, the 
Pariamentary Secretary, told him that 
the provisions of the Factories Acts 
and the regulations applying to build- 


ing and civil engineering were 
enforced by the members of _ the 
general inspectorate as part of then 
normal duties Approximately 30 


inspectors had received special ‘nstruc- 
tion on the Building Regulations and. 
where possible, these dealt with the 
important operations. Twelve 
rs were added to the strength 
spectorate following the 
the Building Regulations 
further increase had been 
the past 12 months He 

thought the present arrangements 
were proving satisfactory. Mr. Moody 
said that people with first-hand know- 


more 
inspect 
of the | 
making 
ind no 


made n 


ledge believed that the inspectorate 
va still short in numbers The 
Amalgamated Society of Wood- 
workers were much distressed at the 


increased number of accidents, at their 
innual meeting a_ resolution was 
passed unanimously deploring the 
shortage of inspectors. Mr. Watkinson 
agreed that there were always too 
many accidents, but thought that the 
figures did not show a large increase 
The difficulties might arise from 
greater mechanisation. He offered to 
discuss the subject with Mr. Moody. 
(December 13.) 


Cement Prices Stabilised 


In a statement on December 15, Sir 
Malco!m Trustram Eve, independent 
chairman of the Cement Makers’ 
Federation, said 


“ All the makers of Portland cement 
have agreed that until at least June 30, 
1956, there will be no rise in the 
present price of cement anywhere in 
the United Kingdom. [General prices 
last changed on August |, 1955.] 


4RCHITECT 
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* [| have been asked to say something 
of the reason for this decision, of the 
hope that others may do the same, 
and of the risks involved in the 
decision. 


“ The reason is short but clear; it ts 
that all 10 independently controlled 
cement makers fee! that it has become 
vital in the public interest that some 
positive and definite action should be 
taken to slow down the inflationary 
spiral. The hope is that other industries 
will feel able to take similar action 
they realise that the effect of their 
action by itself can only be small but 
are sure that if it were to start a snow- 
ball, really important results would 
certainly follow, The risks involved are 
not negligible. Cement makers can 
undertake to continue to improve the 
efficiency and quality of their manu- 
facture, but can only ask that others 
who are responsible for well over one- 
half of their manufacturing and 
delivery costs can help by keeping 
their prices stable. 

* Increased production and efficiency 
have helped so far in keeping down the 
costs and stabilising the prices of 
cement. Production is now running at 
over | million tons a month, com- 
pared with less than one-half twenty 
years ago. Prices for cement are 
delivered prices and these prices 
averaged over all the United Kingdom 
are sul only about £5 a ton. Until the 
increase in the price of coal last 
summer forced a rise nearly all cement 
prices had remained unchanged for 17 
months 


Why cannot the cement industry 
therefore promise a longer period of 
stable prices than 6 months” The 
frank answer is that much more than 
one-half of the costs are the concern 
of others. Indeed coal, electric power 
and transport alone account for nearly 
one-half of the total costs of a ton of 
cement. If purchased raw 
materials and local rates are included 
the proportion is some two-thirds 
Rises in the price of coal and power 
are directly related to the cost of a ton 
of cement and cement, though 
relatively cheap, is heavy, so the cost 
of transport is necessarily high in a 
delivered price. Coal and power are 
publicly owned, so is much of the 
transport. Cement costs therefore 
depend to a very large degree on 
prices fixed by the National Coal 
Board, the British Electricity 
Authority, and the British Transport 
Commission. If cement makers could 
know for certain that the charges of 
all these three bodies would not rise 
for a named period, the period of 
promise of “6 months at least’ might 
well be extended. Letters have been 
sent to these three bodies and to the 
trade unions concerned asking for 
their co-operation. In the absence of 
favourable answers cement makers 
can only wait and see and must reserve 
the right to look again at their costs 
halfway through 1956 


stores, 


“ If other industries are able to follow 
this lead and if publicly owned goods 
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and services do not rise steeply in 
price, Portland cement makers feel 
that they can continue to play their 
part in stabilising costs over the whole 
field of construction.” 


Competition for the Design of 
Settings for Free-Standing 
Domestic Fires 


A competition has been announced 
with the purpose of “stimulating 
thought particularly among architects, 
builders, industrial and interior 
designers and others concerned, on the 
design possibilities of attractive set- 
tings for efficient free-standing appli- 
ances, and thus encourage their more 
widespread use.” 


There are three sections of the com- 
petition with a prize of 200gns for the 


winner of each. for settings of free 
standing fires in 

A. New low-cost dwellings, e.g 
local authority schemes. 

B. New dwellings in which low 


cost is less important than in A. 


C. Conversion of typical existing 
settings to enable the free-standing 
fires to be installed. 


Entry forms are obtainable from 
The Secretary, The Institute of Fuel, 
18 Devonshire Street, Portland Place, 
London, W.1. The final date for 
receipt of entries is March 31, 1956 
The names of the judges are to be 
innounced 


Board of Building Education 


The President of the Institute of 
Builders, Mr. F. Leslie Wallis, O.B.E., 
J.P.. has received the following letter 
from the Minister of Education, fol- 
lowing the announcement of the dona- 
tuons sent to him last month by 
members of the L.M.B.A. to finance 
the new Board of Building Education 


“Dear Mr. President, 
| am very glad to hear of the 
generous donation members of the 


L.M.B.A. have made to the Institute 
to assist in financing the Board of 
Building Education which you have 
Sel up. 

I believe the Board can play a big 
part in stimulating interest in educa- 
tion throughout the building industry, 
and I hope it will not be long before it 
takes its place among the foremost of 
the bodies assisting and encouraging 
the better education of British Indus- 
try as a whole 

| should appreciate it if you would 
keep me informed of the Board's pro- 
gramme and let me know from time to 
time of its achievements 

Yours sincerely, 
(signed) David Eccles” 

The amount of the L.M.B.A. dona- 


tions was £3,228 15s. 
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Where does 


Planning Stand 


To-Day? 


A paper given to the Town Planning Institute on 8th December 


I turning our gaze towards the future of planning, we 
naturally take our stand on the massive peak of the 
1947 Act, flanked on one side by the New Towns Act, on 
the other by the National Parks Act. This great trinitarian 
group still stands, though the financial core of its centre- 
piece has been metamorphosed by the 1954 Act, the New 
Towns supplemented by the Town Development Act, and 
the National Parks Act possibly to be modified (in a 
manner yet unexplored). Nevertheless the Silkinian 
Formation, like a geological period, dominates the scene 
If we criticise it, we do but scratch iis surface or again 
we may note some small human change-—a road here over 
the pass, a tunnel there, an impounded reservoir, a mining 
village, a youth hostel, a camping site, a conifer planta- 
tion: this paper should therefore be regarded as the 
observations of a pottering rambler, and not the review of 
a Scientific Surveyor, or a physical Geographer 

1 would prefer to call pre-1947 Act planning control as 
patchwork rather than a “system” as defined by one 
eminent writer on Planning Law 

Planning was to become ubiquitous: despite inadequate 
powers, cautious schemes, capable of elaboration, already 
covered most big towns and many urban and rural 
districts. Now, over the rest, a veneer was laid, which, if 
somewhat thin. was solidly by universally prepared 
Surveys 

Though the declared cold, business-like purposes of the 
1947 Act contrasted with the breadth of object, warm 
humanity and artistic interest displayed by the preamble of 
the 1932 Act, its demand for a universal survey 
triumph for the fundamental aspect of Geddes teaching 
A great debt is owed to the Authorities and their Planning 
Staffs for this new Domesday Book, which might more 
suitably be called a Dayspring Record 

The Development Plans, which foliowed, introduced a 
method of planning by periods. This had been long 
advocated by Planners, partly, it must be confessed, to 
mitigate the shock of their more ambitious proposals 


wus a 


If the first stage of these Development Plans appears 
bare in the recently veneered areas, it would be only fair 
to consider it as a new form of interim control, but based 
on a survey and on the rudiments of a plan. Unwin tried 
this in his Preliminary Statement. Somewhat bare plans 
were better than long-lived interim control, floating on 
nothing visible outside the planner’s office 

Rapidity of preparation, however, has its dangers: the 
limitation to ‘reasonably firm proposals likely to be 
carried out within about 20 years” has now, I think. been 
exploded For some sort of estimate of growth and cost 
within a foreseeable period it was perhaps useful: but it 
was fatal for any long-term policy of central redevelop 
ment or regional dispersal. Possibly some of the early 
reconstruction plans produced under Lord Reith’s policy 
of boldness had frightened the Treasury 


The Flexibility of Development Plans 


Flexibility was a relief to the marmoreal quality of a 
Planning Scheme, under the 1932 Act. But the phrase 
‘subject to constant review’ is a little disconcerting 
although the changes are subject to the Minister's approval 
An eminent authority recently pronounced that * flexibility 
does not mean jellybility ’ and it is a question of how soon 
and to what extent a plan of development based upon a 
careful survey should lose the firmness of its mould and 
turn into One of those shapes that wobble before they run 


One City, after submitting tts Development Plan 
changed its mind, and not only proposed building itself 
on Green Belt land within the City boundary (to 
exporting population) but offered land in it to 


avoid 
private 
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enterprise. This looked more like infirmity of purpose 
than flexibility, adjusted to changing circumstances 


The “White areas in the Development Plans were 
examples of Flexibility and the Twenty-vear Fallacy; they 
were also aids to the rapid production of the plan. At 


first, being uncoloured, they attracted little attention and 
indeed in what are at present remote rural they 
form a simple background for occasional interim develop 
ment, which might be expected to endure as * interim per 
petual.” A completely unforeseen change such as a new 
town could be inserted into the tranquil scene 

These White areas still have their defenders, even where 
they march upon existing and restless communities. Says 
one authority, * the fact is that in these areas no change is 
expected. If it occurs it is wholly within the control of 
the Planning Authority.” In my view such areas of virtu 


areas, 


ally ‘undetermined* zoning are a direct incitement to 
marauding developers, whether public authorities (not 
necessarily neighbourly) or private enterprise Against 


these determined piecemeal attacks it is most difficult to 
safeguard Farmland and to preserve Green Belts. Not 
long ago | wrote a somewhat pessimistic article on the 
disappearance of the Belt, in which | traced the 
history of under the Town Develop 
ment Act. There was i real danger that except in the 
case Of Greater London and one or two other places, the 
Green Belt, as an instrument of positive planning, would 
drop out of the planners’ repertory 
Now all is changed Exactly 
pessimistic article the Minister has issued his ‘ Green Belt 
Circular, post hoc, non propter ho Here is a 
example of the right flexibility giving 
definition to the vacant parts of Development Plans 
Green Belt limits affect the Regional location of 
overspill and * prevent the further unrestricted sprawl of 
the Great Cities This was the all-pervading Green back 
ground that Unwin postulated to ‘ red * islands of building 


(sreen 
a hypothet cal case 


ndeed 


three years after my 
clear 
sort of greater 


which 


The Absence of Regional Planning 


But the fault——a general absence of Regional Planning 
really in the Act Nothing gave 
laction at the time of tts passing than the reduction in the 
number of Planning Authoritre How simple, the two 
fold group of Counties and County Boroughs and yet how 
utterly wrong, with the Interim Report of a brilliant 
Boundary Commission before the Minister What a 
paradox that he should have fallen for the Lord Lieuten 
ants and so perpetuated the rivalries of the Lord Mayors 
of the Cities and Chairmen of the County Councils. How 
many counties make a satisfactory uni of planning when 
deprived of their County Boroughs and what overlapping 
with neighbouring counties ”? 

This retrogression 
pre-1947 


more urbanised 


lies itseil greater satis 


contrasted with the 

Act times to divide the country 
parts, into 

committees 


real attempt in 
especially in the 
geographical regions with 
advisory jort later to be subdivided into 
execulive The Regional Reports on the shelves 
of our Library are a testimony to this attempt to realise the 
Geddes ideal of geographical planning. Only a few frag 
ments of joint committees remain, and the South 
Lancashire and North Cheshire Advisory Planning Com 
mittee, with its Manchester executive board comprising the 


boards 


County Borough and twelve neighbouring suthorities 
together with fifteen further Regional Planning Board 
lost their planning powers and were automatically dis 
Wlved under the Act The Lancashire County Plan now 
looks like a moth-eaten blanket holed by 17 County 
Boroughs which are independent units, distinct from the 
County and distinct from each other. 1 believe | am right 


in saying that no Advisory Area Committees have been 
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set up and no New Town agreed upon. There has indeed 
been consultation but not co-operation: I refer you to 
Dr. Johnson's definition of these two actions 

Co-operation : to labour jointly with another to the same end 

Consultation : the act of consulting, secret deliberation 

*Many things, he quotes from Clarendon were there con- 
sulted for the future, yet nothing was positively resolved 


In place of continuous co-operation, we have periodic 
dog-fights: these encounters are admirably staged, with 
forceful Town and County Clerks supported by pugnacious 
Counsel, plausible witnesses, and a gentle Inspector hold- 
ing the ring. But you hardly get a calm and constructive 
result, with, for example, two such fundamentally opposed 
propositions as a North Cheshire Green Belt versus a 
couple of Towns of 40 to 60 thousand inhabitants. The 
Ministry, it is true, is there to decide on points, after the 
fight. Where there is a recently prepared and generally 
adopted report—as in the case of Northumberland, Clyde 
Valley, West Midlands or Greater London, there is some- 
thing to go upon; though a Regional report needs con- 
tinual review by a joint Committee, e.g. does the Midlands 
Region now require New Towns ? It is clearly more than 
dove-tailing that is required, with 154 Development Plans 


Once again, however, the Minister -has intervened in 
person and the Chairman of the Basildon Corporation has 
been appointed to assist him in solving, as a combined 
operation, the overriding problem of decongestion and 
overspill, which can only be achieved by a return to 
Regional Planning. 


The Barlow Report 


The Minority Report of Barlow indeed proposed some- 
thing of a more permanent and even independent character 
But as this was signed by a Conservative, a Labour and 
1 Liberal Commissioner, it was inevitably too reasonable 
to be accepted. It recommended a Commission of Research 
which should produce proposals for National Development 
ind should present Annual Reports direct to Parliament 
The Commission was to conduct research into various 
natural resources, land, agriculture, mineral amenities, etc., 
hat might be affected by national development: to co- 
ordinate information on location of industry and the dis- 
ribution of the industrial population in the possession ol 
various Government Departments and to give advice to 
Government, Local Authorities, Industrialists and others 
as to problems of planning with special reference to 
industrial location: and to prepare a general scheme of 
Development, subject to constant revision. 

1 am, of course, fully aware of the immense amount of 
research which Ministries have carried out, but | neverthe- 
less think that this Commission could have focused and 
publicised a stable Governmental policy and have harmon- 
ised Ministerial actions 

Barlow itself should not be forgotten. Though the 
Board of Trade was written into the 1947 Act, it has used 
its position to encourage far distant rehabilitation areas: 
instead of steering regional migration of industry to the 
New Towns of Greater London. Whereas Luton has been 
stimulated out of all agreed London regional size, in spite 
of the drawback of impossible drainage: but locally com- 
pensated by the lure of County Borough status. Every 
increase in population means more sewage effluent for 
London's water-drinkers. But much more serious is the 
increase of Factory space allotted to the London Region 
is a whole. What has neatly been called * Barlow ortho- 
doxy’ is being dropped: in 1954 London took 29%, of 
new space of the national total, the rate of increase of the 
ratio in the last ten years from 2.2 being practically 
continuous 

There is also the loophole for the smaller schemes which 
not only escape the Board's approval, but whose vacated 
sites can be reused for industry. This ts a considerable 
proportion of the total 


Land Use 


Equally important nationally with the location of 
industry is the use of open land for development other 
than agriculture, commonly described as the Loss of Agri- 
cultural Land, for producing home-grown food. The 
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reverse of the medal is the extent to which Building 
Development should be concentrated, in accordance with a 
just standard of urban densities 


No aspect of planning is more complicated or contro- 
versial: as a result of a resolution passed by the B.A. at 
Exeter an attempt is at last being made to ascertain the 
present use of all land and to calculate the annual changes 
of user that are actually taking place. Next, and of course 
much more important, we must deiermine how much land 
we can afford for Food production and how much for 
Urban living conditions, mineral workings, Service Depart- 
ments, etc. This has been called 2 Land Budget. 


In the meanwhile, a recent decision in the County of 
London by the Minister has rejected a density of over 300 
persons per acre and upheld the density (proposed by 
Forshaw and myself) of 136 persons: this again has been 
abused as too high even for Urban London. It is, of 
course, comforting that all sides agree in abusing sprawl; 
but it still goes on and indeed has shown a recent resurg- 
ence, to be curbed, it is hoped, by the Minister's drive for 
Green Belts, supported by the stiffened-up control of the 
Planning Authorities. There is not only sprawl but the 
extravagance of layout, wasteful of land without benefit- 
ing living conditions. * Wasteful layouts means smaller 
gardens and costly road works and public services—apart 
altogether from producing poor design. There is room 
for further research into economic group design. The 
return of Private Enterprise introduces another danger of 
extravagance—the plot, larger than the densities of the 
planning map, may sell the house but squander the land. 
We may have to enforce the minimum densities. There is, 
however much some people dislike it, a distinction between 
Urban, New Town and Rural conditions 


Like every town and country planner I can be accused 
of being Mr. Facing-both-ways. But I believe that when we 
get the real facts in true perspective we can meet the needs 
of good urban living and rural production with intrepidity, 
provided we exercise planning. firm, economic and 
balanced. I see no reason to reduce urban space standards. 


The Act of 1954 


For all these purposes, great and small, whether this 
blessed Plot be that of all England or of a single English- 
man’s house, the instrument with which we are to face the 
future of planning is the Act of 1954. It was introduced 
by the late Minister with warm expressions of Good 
Neighbourliness, in the description of what positive good it 
could do, without incurring compensation (the exclusion of 
which, on just grounds, is the acid test of planning powers). 


There remains from the scrapheap, the change by which 
compensation (where it is payable) is to be found from 
National in place of Local funds. But there is a difference 
between the payment of, say, 100 million pounds to secure 
proper planning (e.g. circum- and inter-Urban Green belts) 
into aggrieved owners’ pockets and the purchase for three 
times that sum of an asset, namely, the development value 
of the whole country. The overspill additions to 
innumerable small towns which are shortly expected to 
begin (under the Town Development Act) would have 
produced, as a result of public action, a rapid enhancement 
of value of the National estate (however it might have been 
realized). This is not a nostalgic or even a historic paper 
but I cannot refrain from paying my tribute to Justice 
Uthwatt and Gerald Eve for so brilliantly reporting at 
Barlow's request. 


Anyhow compensation is pegged and centrally paid. But 
local authorities have always been a little suspicious of 
Government relieving them of the financial burdens which 
fall on them as a result of what they themselves consider 
necessary actions; and perhaps they were not altogether 
surprised at the subtly worded second paragraph of the 
July Circular 40/55. This looks like the shadow of Treasury 
control over planning, cast on this sunny prospect. 

‘In considering some applications for permission to develop, 
authoritics will wish to know what will be the cost to public funds 
of a refusal of permission. In some cases this information will 
ave a bea ong on tne question whether development ought to be 


allowed or not, though i is not suggested that it will be the con- 
trolling factor.” 
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This is followed by a description how to obtain ‘a rough 
indication of the compensation which would be payable 
under the Act if the permission sought were refused.’ If 
their consciences are clear, that they are not doing anything 
extravagant, | would have thought that they would not be 
particularly anxious to know the cost. It would be a pity 
if the bugbear of compensation were to dominate the scene, 
as under the 1932 Act: and we have definite assurance from 
the late Minister that proper planning will not be subjected 
to financial expediency 

1 would say then that provided the actual claims for 
compensation are courageously faced, provided the 
exclusions of compensation are persisted in (including 
prematurity of Development on new land, change of User 
on built-up land and prevention of Building on bad land) 
together with the normal legal ancillaries, this twin Silkin- 
Macmillan Act should give us an instrument capable of 
responding to the music played by the orchestra of Planning 
authorities under the baton of the Minister 


The Town Development Act 


Auxiliary to this major instrument, is the Town 
Development Act, which might be called a Commando 
policy of direct action. Despite its favour with Parliament 
ind public today, no planning machinery was ever devised 
of a less methodical character. The dispersal programme of 
the Greater London Plan (the begetter of the Bill) contem 
plated three times as many people to be accommodated in 
expanding Existing towns as in the New Towns. Many olf 
these were, of course, to be included within the Regional 
pattern: but others were left for dispersal further afield 
These required some machinery less top-heavy than that of 
the New Towns. The new Act was intended primarily to 
arrange a mutual exchange. financial, operational and 
technical 

But it been expanded into a means of national 
distribution of overspill, organized first from London and 
then from other cities, suffering from fatty degeneration of 
the heart. An energetic member of the L.C.C. visited, I 
believe, sixty welcoming intakers: the most distant, the small 
hunting country town of Nantwich, beckoned him across 
the one hundred and fifty niles of the English industrial 
coffin, while Manchester, jess adventurous, thought Congle 
ton too far off. The danger of an increasing criss-cross of 
negotiations, of competing inducements to intakers and a 
possible putting-up of their terms, 1s apparent: and London 
has consequently been limited to an area south-east of a 
line from the Wash to the Solent. It may be that this policy 
suits the English genius for extemporization and unco 
ordinated action, under the watchful eye of a Minister to 
ensure that things do not go too far wrong. But again, some 
concerted regional action might save a wastage of effort in 
trial and error. On the other hand, the friendly atmosphere 
of the negotiations between exporter and intaker = is 
idmirable and should lead to a permanent basis of co 
operation, in place of the periodic dog-fight 


has 


Towns Selected for Expansion 


The Town Development Act inevitably leads one to 
think of those small existing Towns, about to be invaded 
(at invitation, it is true) by outsiders, residential and 
industrial. This is not a simple affair of building houses 
and factories on well-selected sites, There is much more 
to a small town than that. I have in mind a Midland 
County, part intensively industrialised, part containing 
some of the most beautiful * wild” scenery in the country 
and part ancient, agricultural England, encompassing a 
cathedral city: there are forty or so towns in this county 
each worthy of a study by Patrick Geddes or Thomas 
Sharp. It is no disparagement to say that the County 
Planning Officer, excellent technician and administrator 
though he be, cannot get down to these forty cases for 
quiet study. Probably the day of the printed and illus 
trated report—-so valuable yesterday —is past: but the need 
for the abilities that produced those volumes is equally 


acute-—-I hope a courageous county will commission some 


of our consultant planners, who are ready and available 
for this work. Otherwise there ts danger that the smaller 
towns may lose their identity in a Town Maps, 
the community spirit superseded by 


series of 
a legal diagram 


The Development Plans, also, of the larger populations 
appear to have played down the Community concept It 


is true that lists of Neimhbours are given in the Analysis 
boundaries faintly indicated on the Plan, population, acre 
age and density shown, all reduced to a formula 
included in Box no focal point, no organic 
planning. It ts perhaps intended, at a later stage. to build 
the concept into the structure more integrally, Lansbury 
was the first example of what neighbourhood planning in 
it is equally prominent in the 
New Towns, probably as a reaction to pre-war Becontree 
Professor Simey’'s Dudley upon what 
delicate and often intangible factors the success of plan 
ning depends 

The extent of work of 
now being examined by the Munuister for 
for the authoritative statement on the existing and 
posed use of Land. already mentioned The Minister 
ilso to harmonise and dovetail the two groups of schemes 
It 1s that will be required as a 
result of destination of programme, which 
has yet to be worked regionally in the highly 
is and for far-flung dispersal 
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a so called 
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shioned junk as 
fantasy as were the 
scheme: or 
enough to put up some formula for 
the formula 
indifferent 
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may be unassatlable 


irchitect may be universally condemned 


But | doubt if it is the duty of the planner to press for 
his own design. That the look of wanting to be an 
artuustic dictator. It 1s not to decide how far he should 
go. Is it a feeble attitude to take that the planner will get 
the quality of treatment which the architectural talent of 
the day ? 


has 


Casy 


Warrants i ort ivcrage 


I do not propose to discuss the various degrees between 
complete freedom for all and an design; but 
there ts panel whose 
common aims are expected to produce a harmonious result 
without interference This method has been practised at 
Lansbury and to a less extent in the New Towns. In the 
City of London there 1s no selection and the average does 
ippear to have the nation: we await the 
touch of the master 

| have. of 


trated pr 
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much to be aid tor a sclected 


satisfied 
hand 
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the Medieval or Georgian City or the piquancy of an 
occasional discordant shout interpolated into an urban 
conversation which Mr. Brett welcomed some time ago: 
the shouts are apt to drown the talk. 

When it comes to building in the centry or village | 
am still in favour of the elected panel, piovided there is 
real landscape as well as architectural advice. This is really 
the opposite of the selected panel—the latter is operative, 
the former critical and democratic. 

The Ministry, recognizing the crudeness of a Manual of 
Instruction, invited three distinguished planners to contri- 
bute to a volume of “essays on the subject of design in 
relation to the building and rebuilding of towns, of 
suburbs and of villages.” Thus while the approval of the 
Development Plan establishes the broad legal powers, the 
subtle sense of design can be at work. To quote from the 
final paragraph of this volume: “The designer's task ts to 
seek out the local or regional or metropolitan character of 
a place, and show how it can be extended and intensified 
by means of new buildings and landscape, street furniture 
and pavings, town planning and civic decoration” (Hol- 
ford) 

Outside the operation of the Acts and the work of tech- 
nical Planners, there are what might be described as the 
Wardens of Town and Country—Civic Societies and the 
C.P.R.E. With a code of practice and behaviour built up 
during the past 30 years they have supplemented and rein- 
forced legal powers, in the interests of what is comprehen- 
sively called “Amenity”. What can happen under planning 
when this Wardenship is relaxed can be seen in the recent 
publication “Outrage” which continues the exposure made 
by Mr. Clough Willams-Ellis in “England andthe 
Octopus 

This movement for 
is in full activity; much 
country than in the town 

In this rambling survey | have intentionally confined 
nyself to the main mountain mass; the two outlier peaks, 
National Parks and New Towns, require a separate 
visitation, as they work under powers distinct from but 
closely connected to the principal twin Acts. In many ways 
they represent the most interesting contribution to current 
planning practice (for even National Parks are quite 
demonstrably our own) which this country has made. It 
fidently be that in spite of difficulties, mis- 
inding and some legal and administrative short- 
comings, they are flourishing, as may be seen from thei 
last published reports. In their technique they are not only 
themselves but are influencing general 
planning elsewhere, and not only tn this country ! 


in its broadest sense 
organised in the 


“Preservation” 
more highly 


can ¢ said 


unde 


sufficient for 


The Prospect for the Future 


The object of asking where planning stands to-day 1s 
surely to attempt some forecast of the future. A prophecy 
is always more difficult than a historic back-look. The one 
can hardly escape being, in some sort, propagandist: a 
history may have at most a subjective bias. So Professor 
Myles Wright, in his admirably documented article “The 
First Ten Years.” can be much more definite and even 
objective in a description of what has been accomplished 

| believe, however, we should agree in the more hazard 
ous task of estimating from the present position of plan 
ning what is the prospect for the future. It might be 
described as one of cautious and conditional optimism 

There is much to be done in addition to the preparation 
and approval of the Development Plans and the achieve- 
ment of the first Stage. indicating in a very general way the 
manner in which the Planning Authorities propose that the 
land of this country should be used. Statutory Planning, as 
| have said, is a continuing process; it is no longer the 
control necessary to obtain conformity to a fixed Plan, And 
it ts now conceded that this process will be a long one, 
coinciding in the case of London with the 50 years pro- 
posed by the 1943 County Plan. 

1 also believe that a Master Plan, for the whole country, 
its Regions, Cities, Towns, Villages and Rural areas, is the 
necessary preliminary to statutory Development Planning 

May | conclude by referring to the County of London 
Development Plan approved on 7th March, 1955? Certain 
fundamental principles and proposals of the County of 
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London Plan of 1943, ‘were borne in mind in preparing 
the Council's Development Plan, which was regarded as 
being a stage towards the realisation of the Council's long- 
term planning objectives. With the Minister's decision 
there is therefore for the first time a Plan having statutory 
authority and applicable to the whole of the county.” In 
the Minister's words, ‘It will, I am sure, provide a sound 
and wisely conceived framework, within which the life of 
London can continue to advance and develop in the years 
ahead.” 

The L.C.C. Plan, with which that of the City is com- 
bined, is embedded in Greater London, with its co-ordin- 
ated pattern of New Towns, Green Belt, Transport, etc., 
forming a group of Development Plans now before the 
Minister. There is no longer a joint Committee of Greater 
London Planning Authorities or a defined Regional 
boundary. There is, however, direct administration by the 
Ministry 

Two major aspects, moreover, remain to be dealt with, 
before the future of London can be regarded with some 
degree of equanimity—the stil incoming invasion of 
industry —and the long-distance destination of overspill 

I make no apology for ending on this London note. It 
has taken twelve years to translate a visionary Master Plan 
into a working Development Plan, and I consider that this 
is the most coherent example of planning preparation 
which this country has to show. It may be said, in fine, 
that the position to-day, in the world of Planning, though 
reasonably favourable. is by no means absolutely secure. 


Notes from the Minutes of the R.LB.A. 
Council Meeting Held on 6 December 


The Honorary Fellowship 


The Right Hon. Sir Anthony Eden K.G., M.C., M.P.. 
has accepted the Council's nomination for election as an 
Honorary Fellow. 


The Honorary Associateship 


Sir Frederick Handley Page, C.B.E., and Mr. Pembroke 
Wicks, C.B.E., LILB., Registrar, A.R.C.U.K., have accepted 
the Council's nomination for election as Honorary 
Associates. 


British Architects’ Conference, 1960 


The Council have accepted an invitation from the South 
Wales Institute of Architects to hold the British Architects’ 
Conference in 1960 at Cardiff 


irchitectural Copyright 


The Council completed their consideration of problems 
in connection with the transfer of copyright by an architect 
commissioned for work by a local authority. In the course 
of correspondence with the County and City and Borough 
Architects’ Societies, it was agreed to re-affirm the principle 
that the ownership of copyright is vested in the architect 
Any transfer of ownership should be the subject of a 
separate agreement, or clause in the main agreement, and 
should involve some consideration additional to, and 
separate from the architect's remuneration for his work as 
covered by the appropriate Scale of Professional Fees. 


ees 

The Council recalled the resolution passed at their meet- 
ing in April, 1955 whereby all applications for the Fellow- 
ship after Ist January, 1956 must be considered by the 
Fellowship Examiners and Associates on election to the 
Fellowship would no longer be required to pay an entrance 
fee. In order to prevent any misunderstanding during the 
transitional period it was agreed that all Associates apply- 
ing tor election and being elected as Fellows under the 
old procedure without scrutiny by the Fellowship 
Examiners would be required to pay the entrance fee of 5 
guineas even if the formality of their election does not take 
place until after the Ist January, 1956 


Entrance 
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PRICES (LONDON) 


(These prices apply to material purchased in the quantities named or otherwise as might be expected) 
for a new building of moderate size). 


AGGREGATES 
14 inch—all in—ballast 
i inch do. do. 
} inch screened shingle 
? inch do. do. 


, inch granite chippings 
Sharp washed sand 
Pit sand 

Building sand 

Broken brick 

14 inch shingle 

Cartage of muck 


AND SAND 


Yard cube 
delivered 

21 (in five yard 
loads or 
more) 


wh 


BUILDING MATERIALS AS DESCRIBED, CENTRAL 


LONDON 
CEMENTS packed in paper bags Per ton 
Portland in 6 ton lots ; ; 101/6 
Do., from | ton to 5 tons 19 cwt do. 113,/6 
Do., Rapid hardening (6 ton lots) 112 
Do. (but I ton to § ton 19 cwt) 124 
Cememt “Aquacrete”™ (do.) 146 
Do., “417” or “Polar” (do.) 146 
Do., “White” 1 ton (lots) 262 
LIME 132 — (1 ton loads) deliv'd 
Hydrated including 129 6(2 3 do.) do 
and paper 119,6(4.5 do.) do. 
Ground bags 117,616 do.) do 
PLASTER 
Keenes, coarse, pink (2 ton lots) 198 9 ton 
Do. do. white (do.) 204 3 do 
Sirapite, do. (2 ton to 3 ton 19 cwt lots 147/3 do 
Do. finish (do.) do. 
Hardwall, do. (do.) 158 9 do 
Plaster, coarse, pink (do.) 145 ~ do. 
Do. do. white (do.) 153 3 do 
tin Plaster baseboard (25 to 75 yards) 3 ~ Yard Sup. 
tin Do. (150 to 299 yards) 2 8 do 
34in Jute scrim (100 yd. roll) 8 — each 
Cow hair (under 3 cwt) 97,6 cwt 


FIRECLAY 
Stourbridge, loose (1 ton lots) 
Fire cement 


BRICKS 
BACKING BRICKS (in truck loads) 


Flettons 
Do. Keyed 
Do. bullnose 
Blue wirecuts 
White 
Southwater engineering (No. 1) 
Firebricks—24 inch 
Do. 3 inch 


STOCK BRICKS 
Mild stocks 
Second, do. 
First, do 
Add for delivery —approx. 45 
FACINGS (ex truck or lorry) 
Rustics 
White 
Blue pressed, 
Do- bullnose 
Reds (Multi sand faced) 
White glazed stretchers 
Do. headers 
Do. bullnose 
Do. double stretchers 
Do. double headers 
Breeze fixing bricks 
Fire tiles and lumps 
Wall ties—8 j black 
Cement mortar (1 : 3) hand- 
made 


168 Yton delivered 


12/3 14 Ib. 


1.000 
do 
do 
do 
do 
do 
100 
do 


per delivered 


per delivered 


1.000 Works 
do 


do 


per at 


,000 in lorry loads 


6 


~ 


1.000 
do. 
do 
do 
do 
do 
do 
do 
do 
do 

per 100 

foot cube 

per cwt 


per delivered 


yard cube 
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BRICKLAYERS’ SUNDRIES 


AIR BRICKS 9 3in 9 6in 12 An 
Iron each 2/1 34 5 6 8 
Galvanized do do 36 5,10 & 8 11/7 
Terra Cotta do 1/3 2/7 5 6 10 10 

Chimney pots, Terra ift 2ft sft 4ft 
Cotta (11 to 25) do 7/3 12,8 28 9 499 

PARTITIONS 

18in 9in Blocks keyed for plastering 
Per yard super in 6 ton lots 2in 2}in tin 
In solid clinker including any half blocks 39 44 §/3 
In cellular clinker blocks 311 47 § 3 
In hollow clay blocks 44 4 54 
Clinker blocks in small quantity $/7 6 7/11 

Intermediate quantities in all types may be had at intermediate 
prices 

Smooth in lieu of keyed faces extra cost per side 3d. per yd. super 

SINKS 
Fireclay white glazed in and out—standard quality 

24 Rin 30 WW Win 
London pattern, no overflow 72 6 90 9 Wt 
6in deep 
Belfast, plain edge, 10in deep 84 3 143.9 192.9 
FLUE LININGS, PLAIN, CIRCULAR 

Foot lineal bach 

Straight Bends 
Yin diameter 311 19 
10in do 4/11 14.9 
do 9/5 28/3 
9in diameter, beaded end, 12in high $4 

FLUE PIPES AND FITTINGS 

4u 61n 
Heavy asbestos type. 6ft length 18/3 21 26 6 
Do length 8 € 133 

Light asbestos type, 6ft length 12/6 
Do. 3ft length 6,3 wal 10,6 
Bends 7 59 6/11 
Baffler 12/5 149 15/8 

DRAINAGE GOODS 
GLAZED STONEWARE STANDARD LIST 

din 61n Wer 

ORDINARY TYPE—-EACH 

Pipes in 2 feet lengths 18 2/6 46 

Bends 2/¢ 19 

Junctions on 4in, 6in on 6in, Yin 
on Yir 4/2 63 

Gullies with 4in outlet 6 6 10 11 

4in horizontal inlets 2 ; 5 

4in vertical ditto 3 4 

Black iron grids 9d 1/5 2/9 

Adjustment to Current Cost 
2 ton lots Less than 2 ton lots 
or more 
100 piece Under 

“Best” pipes and fit or more 100 pieces 
tings. Percentages to 
add 117) 130 


Further percentages to be independently added in respect of 


British Standard pipes, etc., 10. “Best™ Tested pipes, 37 
British Standard Tested, 47) 
IRON DRAINAGE GOODS 
Each 4in 6in 
Cast iron pipes, 9 feet long 713 105 
Do 6 feet do $1/2 79/10 
Do 4 feet do 3198 62 
Do 2 feet do 24/3 16/10 
Short bend 17 44/4 
Junction 29/7 61/10 


18,6 
22 
113 
115 
133 
510 6 
192 
179 
72/6 
8Y 6 
216 
237 | 
per | 
138 
210 
562 
S76 
310 . 
1504 
1480 ¢ 
1880 
1997 
1821! 
29 
33 4 
63 
2 
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DRAINAGE GOODS — Continued 


GULLEY PARTS 4in 6in 
Traps, high level, invert 29/7 80,1 each 
Inlet, bellmouth pattern 15/8 31/2 do. 
Do. with one vertical branch 27/2 50,9 do. 
Do. with two do. 73/8 1107/2 do. 
Extra for Sealed cover 96 12,3 do. 

RAINWATER SHOES 6in 
each 


Extension piece, 6in high 


4in 
With vertical inlet and rebated top 39,3 78/2 
Flat loose coated grating 4 
‘ 


Loose solid coated cover 5 55 do. 
MANHOLE CHANNELS, WHITE GLAZED 

Each 4in 6in Min 
Straight, 2 feet long 16.6 23.6 40 
Taper, ditto 27,6 27,6 413 
Bends, main, half section 3119 45 6 74,6 
Ditto, branch, ditto 19/3 27,6 
Ditto, ditto, three quarters, ditto 27,6 42,9 
Junctions, single 26,3 45 6 
Ditto, double 38.9 62 


BROWN GLAZED CHANNELS 
Based on standard list (less than 100 pieces) 


4in 6in Yin 

Half-round main channel (2ft long) 2/9 42 7,4 

Extra for stop ends 29 4/2 74 
Extra for outlets 5/5 8/2 
Channel bends with splayed ends 8/2 12/3 
Three-quarter section do. 10/10 64 

MANHOLE COVERS Black 
24 = 18in Light foot traffic 29 6 each 
Do. Strong do 40,/- do. 


Do Light car traffic 105 — do. 
Do Road traffic 160 — do. 


SUNDRIES Galvanized 
Manhole steps 82 each 
4in Mica valve fresh air inlets 

28 do. 
Plumber's hemp 7/3 per Ib. 
Gaskin, caulking 1 5S) do. 
Canvas backed hair felt, 4in wide 9d. per ft. run 

ROOFING MATERIALS 
WELSH SLATES (delivered)}— 
Quantity 
Full 100 to 1 to 
Loads 499 99 

Sizes in inches per 1,000 per 100 per doz. 

22 1! 1920 262 346 

20 =x 10 1700 230 30 3 

18 x 10 1240 163 21,6 

16 10 1020 132/2 17 6 

780 i2 

i4 4 347 40 3 $3 

TILES (Broseley and Staffordshire) per 1,000 per 100 
104° 6¢° Machine made 280 39 
Do., hand made, sand faced 380. - 46,9 
Hips, valleys and angles 31 per dozen 

Per 1,000 Per 100 
Plain concrete tiles 177 19 6 


Sheeting asbestos corrugated, 6in pitch 7 6 yard super 


44in * 16 gauge, drive screws (galvanized) 17 — gross 
74 = & hook bolts and nuts (do.) 516 do. 

Washers, round, flat galvanized 49 do. 

Do. do. bituminous 2 do. 

ROOFING FELT 
Sanded bitumen felt (SSib) | ~ Yard Super 
Ditto, but 7S5ib in weight 16 do. 
Inodorous felt, best quality 3 do 
Ditto, second quality 24 do 
Underlining 18 do. 
Sheathing 18 do. 
Galvanized felting nails 2/— Ib. 


THE ARCHITECT and 


PRECAST CONCRETE LINTOLS 


1: 2:4—jin material, finished with fair exposed faces, including 
all form-work, and one 4in diameter mild steel rod reinforcement 
to each 44in in width. 

Per foot lineal delivered to site 


44 6in Yin 6in 9in 13}in =18in Din 
4 6 78 96 11.6 
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STONE 
PER FOOT CUBE in random blocks not exceeding 20ft cube in 
each, free on rail London 
Monks Park 8 St. Aldheim 9 
Portland brown Whitbed 8/34 


Other stone but delivered to sites. Doulting 8/9, Beer 8 3 


TIMBER 
Softwood-—-sawn—random lengths. 


Per Standard Per cubic foot 
Carcassing quality £105 12,8 


Joinery quality £120 and up 13.4 
Plain edged unsorted flooring, 
per square jin lin gin 
90 110 138 165 


4un insulating wall board (250 yards) 4 3 yard super 
Larger quantities cost less, and smaller quantities more. 


SUNDRIES Dia. din 6in 9in 
Black hexagon 4in 7d 10d 1 
bolts, nuts and jin 1/2 1 6 
washers. Each jin 1 3 1/7 1,11 
Sashline, hemp, good quality | No.6 No.8 No. 10 
Per Yard Run 9d 11 14 
Floor brads 68 per cwt 
Cut Clasp Nails 71 per cwt 
Steel ordinary screws 1” No.8 3 2° No.8 $/2 per 
Brass, ditto Do. 102. Do. 17 10f = gross 
HARDWOOD 
Per ft super Per 
Prime jin lin ftcube 
African mahogany 2/4 2/6 28 
Honduras ditto .. 33 4 50 
Portuguese Guinea ditto 31 3/3 36 
African walnut 2/5 2/7 29 
Australian ditto 5 6 65 
English oak 43 46 50 
Yugoslavian ditto 34 3/7 40 
Burma and Siam Teak 5 $9 65 


DOORS.—STANDARD TYPE SOFTWOOD 


Each in quantities 12 or more. 

I jin finish, 4 horizontal panels moulded both sides 6ft 6in high. 
2° 3° wide 41 

2° 6° do. 423 

2 9 do. 446 
FLUSH DOORS. 


Ijin thick, 2in (nominal) as last but upper 


ply faced both sides, lipped panel prepared for glazing 
edge 2 6° wide 59 
All 6ft 6in high. 2°9 do. 62 
2° 3° wide 47 6 2in (ditto) all as above but in 
26 do. 496 3 panels. 
2° 6° wide 55,9 
PANELLED DOORS 29 do. 583 
see B.S. 459—-Part 1. 2in (ditto) all as above but in 
2 panels. 
FLUSH DOORS 2 6° wide SI 3 
see B.S. 459—Part 2 do. 53/6 
IRONMONGERY 
2in 3in 4in Sin 6in 
Cast iron Butts, per pair L/1 19 2,9 51 7,3 
Hinges, spring. single 
action regulating, jap- 
anned, each “ 10 3 139 183 
Do. but double action 
spring only, cach 4/3 16/3 23/3 3 
Do. blank only, cach 89 12 i79 21/6 


| 
jo 
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IRONMONGERY — Continued 
12in 18in 241n 361n 
Tee hinges (japanned), 
per pair 2 310 
Do. but stronger, per 
pair 34 61 8 3 
Hook and Ride ae, 
per pair 134 163 24/10 
BOLTS—«ach tin 4in Rin 
Cabinet, barrel, straight 
or necked 14 
Square spring, with 
brass knob 14 
Tower bolts 2/5 3/3 64 4 10 
Barrel bolts 2/9 3/11 S/2 6 
4dd to Tower or Barrel 
bolts if necked td id ld ld ld 
LOCKS—each 
Rim lock, 2 lever, wrot case Brass furniture 3/6 
brass bolt and bushing or Bakelite do 33 
Bakelite finger-plates 2 4 
2 lever, bushed 12 Brass furniture 89 


Morrtice lock, 2 
Cylinder latches, japanned case 

Brass sash fastener 

Casement fasteners (malleable) 

Do. stays (do.) 

Axle pulleys (brass face, iron wheel) 
Do. as last, but with brass wheel, | jin 
Sash line, No. 8 Anchor yellow label 


METAL GOODS 


British rolled steel joists ex mills to basis 
Sin or 


sections on site (6in « Sin, 8in 
6in, and 10in or 12in < 6in) 
Extra cost over basis for following sections 


or 18in 14in S$in, 15in Sin, 

or 1Sin or 16in or 18in 6in, 20in 
64in, 20in « 74in, 10in or 12in or 14in 

or 18in 8in 

Sin 4$in, 7in 34in, 13 Sin 

12in Sin, 22in 7in 

6in « 44in, 7in or 8in or 9in ~ 4in, 10in 
Sin 

4in 3in, 10in 44in 

Sin 2$in, Sin 3in 

6in 3in, 24in 

3in 3in 

4}in 


¢ mild steel reinforcing rods ex mill d d 
Extras per ton 
& in diameter in size 


in 

sin 

fein 

jin 
win 

Extras for length 

Sft to 3ft 
3ft to 2ft 
2ft 
40ft to 45ft 
45ft to SOft 


Bolts and Nuts 


Trench covering, including trays | jin 


and rebated frames, Ain wide 
Do., but 12in wide 
Do., but 14in wide 
Do., but 18in wide 


or Bakelite do 3/10 


£34400 per 


£35 


METAL SUNDRIES 


Cast iron pavement light filled with 4in » 
giass lenses 


jin wrought iron plate door in four panels 


with stiles and rails on both sides 


20 gauge galvanized iron trunking and straps 
24 gauge galvanized Tallboy 6ft high Sin 


diameter with 9in « 12in base 


CHAIN LINK FENCING 


3in 


<7 


each 


ton 


ton 


100 do. 
per fon 
do 
do 
do 


per 
ft super 


do. 
do 


each 


In 25 yards lineal rolls inclusive of line wire, 


2in mesh Height in inches- 
42 48 

104 wire gauge 98 1144/3 130/9 

do 69 /- 80/6 92/- 

144 do 493 57/6 65/9 


114/9 

82 


PRICES 


195/9 
137/9 
98/6 


DOUBLE SOOT 


(Continued) 


DOORS AND FRAMES 


Fitted with brass turnbuckle 9in «  12in x 4in 12in 
and cast key 19 28 48 6 
SLIDING DOORS, GATES AND PARTITIONS 
Factory sliding doors in two leaves contain- 
ing about 100 square feet with mild steel 
angle frames covered with 24 gauge 
corrugated galvanized sheeting and in- 
cluding hanging tubular track and gear 
complete 18 6 foot super 
Factory entrance gates with mild steel frames 
clad with 2in mesh chain link complete 12 do 
Steel partitioning, glazed (rough cast) and 
stove enamelled 18 6 do 
STEEL ROOF LIGHTS 
Lanterns with vertical sides, and hipped roof 
glazed with jin cast glass and lead flashed 14 - foot super 
Skylights of similar construction (27ft super) 20 do 


HIGH GRADE DOMESTIC 


BOILERS 


Coke Fed. Performance 20 to 40 gallons raised from 40°F to 
140°F per hour as under 
TYPE 
20 gallons per hour Plain cast iron black 
1Sin wide, 23in high finish » 0 0 
Ditto, in cream mottle 
finish including side 
jackets 
25 gallons per hour In cast iron as before and 
19in wide, 22in high base plate 110 0 
Ditto in cream mottie wit! 
side jackets and base 16 1 0 
40 gallons per hour In cast iron, etc is last 
221n wide, 23in high ditto is O 
Ditto in cream ottle all 
as last ditto 2413 =O 
GAS, WATER AND STEAM TUBES 
(From Standard List 
Internal iin & 

Diameter jin tin gin fin 
Tubes perft 4d 44d Std 63d 1/1 144 1/10 
Bends each 8d 9d Ild 1/2 1/78 2/7% 3/2 $/2 
Elbows. sq. do.10d 1/1 1/3 2/2 2/7 4/3 
Do., round do. Ild 1! 1/2 US 1/8 24 210 48 
Tees do. | 1/1 1/3 1/7 1/10 2/6 v1 $1 
Crosses do.2/2 2/4 2/9 3/3 4/1 5/6 6/7 10/6 
Backnuts do. 24d ld Xd Sd 6d Rd 11 
Sockets do. id 3 4d Sd tel Re 10id 13 
Sockets 

dimin do. 4d Sd 6d 76 Yd ! 14 2 

PERCENTAGES ON OR OFF ABOVE 
In quantity and in random lengths 
TUBE 
Class A (light) 124 Black 74 Galvanized 
Class B (medium) 2) Do 184 
Class C (heavy) ~12 Do %6 Do 
FITTINGS 
Lightweight 20 Black 35 Galvanized 
Heavy 28 Black 45 Do 
RAINWATER GOODS (Painted or Unpainted) 
In consignments of S cwts. and over 
From Standard Lust 
Pipe yin 4in Sin 61n 
6ft. lengths each 12 10 14/5 18/11 24/8 31/6 
wt do do 7 79 10 13/1 16/6 
Shoe, ordinary do. 2/7 3/10 $/7 9/S 12/11 
Bend do. 31 44 63 113 14799 
Branch, single do. 4/6 6/7 9/3 14/7 22/6 
Offset, do $/3 7/9 12/11 17 
Do. 9in do. 4/11 6/6 9/8 18/3 19/3 
H.R. gutter, 6ft length do " 8/5 10/4 13/10 
Angle or nozzie do 2/6 19 $/4 
Stop end do Sd 1/1 1/6 1/9 
Above plus 74% 


18.3 
4 
do. 1 6 
do 2 
do 47 
do. 59 
per yard |! 
10 per 
1s do : 
20 do 
25 do 
30 do 
35 do 
40 do 
do 
65 do. 
0 
|_| 
sv a 
72 
92 : 
132 
172 do 
192 do 
76 do 
15 do 
i 22/6 do ; 
15 do 
‘ 22/5 do 
per cwt 
20 6 foot run 
22 do 
24 do 
31,6 do 
| 
32 
4 $6 
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PLASTERING MATERIALS 


Sand, lime, cement and various plasters are previously included 
under those heads 


Metal lathing (12° x 24G) (20 yards) 
Plaster baseboard }” (300 to 599 ata 
Lath nails, galvanized 

White glazed tiles (6” 6” 
Do. rounded on one edge small 
Do. on two adjoining edges quantity 


PLUMBER'S GOODS 


4 lb. lead sheet (in I-ton lots) .. .. per cwt 
Lead water pipe in coils (do.)  .. .. 148/3 do. 
Plumber's solder ‘ 3/7 Ib. 
Copper tacks or . 6/9 do. 
IRON SOIL AND WASTE PIPE. (Sew lots and up) 

each 34in 4in 
fein Medium pipe, 6 ft — 
Ditto, 4ft length 
Bends 
Ditto, with oval door 
Junction, single 
Ditto, with oval door 
Swan necks, 4}in 
Ditto, 9in as 
Holderbat, 2jin projection 


Ce 


GALVANIZED CISTERNS, TANKS AND CYLINDERS 
(Less than four) 
each gallons 


CISTERNS 
Bends over tops and corner 
plates. Riveted or welded 


Nominal capacity 


150 200 300 
14 gauge 243 296 424 
12 gauge 277 328 456 
tin. plate 310 $22 
HOT WATER TANKS ... 
Riveted and with handhole 
and ring. 
12 gauge 
sin. plate 1373 
HOT WATER CYLINDERS 20 
Riveted, with handhole and — 
12 gauge 160 
plate 


PLUMBER'S BRASSWORK, etc 


177 


Boiler screws, single nut 

Ditto, double nut 

Cap and lining 

Plumber's unions 

Ball valves, screwed iron 

Ditto, fly nut and union 
Bib valves, crutch top 

screwed iron 

Ditto, but screwed boss 
Stop valves, screwed iron 
Ditto, screwed iron and union 

Ditto, double union 
Waste, plug chain and stay 


= 


Caps and screws 

Sleeves, long 

Ditto, short 

Thimble 

Full way gate valves, hot 
pressed 


Lead 7 Ib P. trap 

Ditto, S. trap 

Lead 6 Ib P. traps with 3 in seal 

Ditto, but S. traps, ditto 

Wire balloon guards, copper, 2in 3 ‘ 
Ditto, galvanized iron, 2in 1/11; 4in 2 
Hair felt, 34in = 20in, 24 oz, 6/— sheet. 
Boss white jointing compound, 2/— Ib. 
Gaskin, 1/54 lb. Hemp, 7/3 Ib. 
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PRICES (Continued ) 


COPPER TUBES—Extract from B.S. 659/1944— 


Internal work (semi-hard). 3 cwt. lots 
Nominal Outside Weight Price 
bore diameter Gauge Ib per ft 
inch 
sin 0-596 27 
jin 0-846 399 
lin 1-112 62 
Ijin 1-362 76 
I din 1-612 91 
2in 2-128 ] 40 


CAPILLARY TYPE CONNECTIONS 
All ends copper to copper 
Each sin 
Straight 
Bends .. 
Tees 42% 
Brackets (Brass) 5 


Per foot superficial 
English, flat drawn sheet glass cut to sizes 240z 260z 4320z 
in squares 1/23 
Figured rolled and cathedr.. l, white, cut to 
sizes, in squares ({in) 
Ditto, but in standard tints ‘e $7 
tin Rolled, cut to size, in squares en 10d 
jin or #in rough cast ditto 
jin ditto wired ditto 
Georgian wired ditto 
Fluted (No. 4) ditto 
Reeded (narrow, broad, cross and: major) 
ditto wh 
Reedlyte (narrow and broad) ditto 
Spotlyte ditto : 
tin. Calorex Cast ditto . 
Calorex Sheet (15o0z.) 
ditto (21 02.) 
Flashed Opal (15/1807z.) 
Pot (15/1807z.) 


POLISHED PLATE GLASS (Tariff) Cut to sizes. 


Ordinary substance 4 in and jin thick. 
Per Superficial foot. 


10d Per foot super 
1/5} do. 


General Glazing 
In plates not exceeding : 
2ft super in each 
Sft ditto 
45ft ditto (unless extra sizes) 
100ft ditto (ditto) 
Extra sizes, i.e., Plates exceeding 100ft super or 96in high or 
160in one way or 96in both ways at higher prices. 


DECORATING MATERIAL 


Price 
Aluminium Paint ware 
Distemper, washable .. j .. 120 
Enamel 
Gold Metallic Paint 
Heat Resisting Paint 
Japan, black 
Knotting 
Linseed Oil 
Boiled, ditto .. 
Proprietary Paints (good class) : 
Finishing 
Priming 
Undercoat 
Paperhanger’s Paste 
Petrifying 
Putty 
Size 
Terebine 
Turpentine substitute - 
Varnish, oak, copal inside use 
Ditto, ditto, outside use 
Ditto, white, eggshell, flat 
White lead mixed an 
White lead 
Whiting 


= 
3/84 sq. yard on 
2/6 do. 
1/2 Ib. 
18/6 sq. yard +4 
27 do. = 
23 
n 2in 
104 5/4 6/10 910 
11/08 17/4 24/4 
117 16/5$ 244 
GLASS 
| 
) 
i Each 
Lin jin lin Ijin 
3/5 5/1 
a 48 6/10 
; 2/- 2/3 
4,6 Unit 
| Gallon 
1 Cwt 
do. 
99 14 Gallon 
10/11 15/8 do. 
8/3 12 do. 
9/5 13/8 25.9 do. 
10/7 15/4 27/6 do. 
8 9/- do. 
: Ijin léin 2in 4in do. 
7/5 10/6 do. 
38 43 10/6 do. 
39 49 10/3 
wt 
21,6 30 Gallon 
1}in tin in Cwt 
6/11 9/1 12/10 Firkin 
8/7 1/3 18/9 Gallon 
79 94 do. 
9/7 19 do. 
4in 3/4. 
l. 
do. 
Cwt 
do, 
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CABLE CONTROL 


PATENT APPLIED FOR 


WINDOW GEAR 


ALT=RNATIVE GROUPINGS 


FOR CONTROL BY GEAR BOX 
LIC] 


WITH GEAR BOX 


SIMPLE 


INCONSPICUOUS POSITIVE 


Ce WITH SLIDING i WITH SLIDING 
KNOB FOR bronze HANDLE 


SMALL VENTS FOR LARGER 


WITH 9” MAX. VENTILATORS 
OPENING 


Send for List 298 OF ALL TYPES 


HENRY HOPE & SONSLTD 


Smethwick, Birmingham & I7 Berners St., London, W.1 


MEMBER OF THE METAL WINDOW ASSOCIATION 
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PROTECTION 


There are ways and means of protecting most 
things, but when it comes to paintwork it pays to 
remember that paints based on Titanium Oxide 
are renowned for outstanding durability. These 
modern paints stand up to sun, rain and frost and 
they are unaffected by the sulphurous fumes of 
the industrial areas. Paints containing Titanium 
Oxide combine covering power and brightness 
with durability and high gloss. 


Issued in the interest of better paintwork by 


i } 
BRITISH TITAN PRODUCTS 
COMPANY 
COPPERGATE 
Factories at Grimsby and Billingham and at Burme, Tasmama. Agents in most principe! countries. 


18 
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—_———— LEAD COATED COPPER FLASHING 


LIGHT WEIGHT 


BAR 


CONCRETE FILL 


TAKING FIXING BOLT OF COPING ANGLE 


2" INSULATION 


a ' _— 
ila? : 
4/ 


INSULATION 


FLASHING CONTINUOUS 
392" x32 x SAB ANGLE LINTOL 
IBREGLASS INSULATION 


——HAROWOOD HEAD 


STEEL STOOL SCREWED TO 


RADIATOR ENCLOSURE 


COLUMN CENTRES 


4 


ri 


ing 


E 


] 10' tec ] 13' COLUMN GC 


3/8°® RODS AT 2' 3°GC.CELLS IN CONCRETE TI 
BLOCKS FILLED WITH MORTAR WHERE RODS OCCUR ul EY ELEVATION « 1f6"- "0 
CEMENT ASBESTOS BOARD EDGE OF FLOOR SLAB 
FLASHING COLUMN 
WOOD: BLOCKING FLASHING 
HARDWOOD HEAD SCREWED 3/4" LATH 
TO WOOD GROUND 
FLASHING CARRIED UP, 6" aj - 4 
SPACE 
3/16" WALL TIES 
J “ ANGLE EVERY 6TH 
\ 
(ey | 
A, a 
We PLasteR=> UMEN FILLER 
7 } 
~ +p ABRIC H é 
SHELF ANGLE . MINERAL WOOL Ail? 
st SEQURED T ; 
OOL EO TO ANCHOR STRAP q pate 
FACE OF BWK-~ 
«ie WINDOW OPENING 
METAL CASING 2 
1/2" 
> PLAN DETAI ' 
GALVANISED BAR E LS « 
SECTION ters 
WALL DETAIL FLATS CHICAGO USA SKIDMORE OWINGS MERRILL J 


A cl2 
7 
FL 
| — + H 
| | Jl ce 
~~ | 
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FLATS, CHICAGO, U.S.A. 


ARCHITECTS: SKIDMORE, OWINGS & MERRILL 
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7 
| 
| 
q 
: 7 


THE ARCHITECT and Building 


New 


29 December 1955 


Notes below give basic data of 
contracts open uncer locality and 
authority which are in bold type. 
References indicate: (a) type of 
work (b) address for application. 
Where no town is stated in the 


Service is available 
throughout the country 


GIMSON & C0. (LEICESTER) LTD. 
VULCAN ROAD, LEICESTER 


Telephone LEICESTER 60272 
Telegrams GIMSON LEICESTER 


YOU CAN 
DEPEND ON 


HARDENERS 

WATERPROOFERS 

DECORATIVE FINISHES 

JOSEPH FREEMAN, SONS & CO., LTD. 
LONDON, S.W.18. VANdyke 2432 


LIGHTNING 
conducted by 


Salling: A. Dept 
17, CRAWFORD 


Any Building Anywhere 


H. L. REYNOLDS 
CONSTRUCTION LTD. 


STRUCTURAL STEELWORK 
ROOFING SPECIALISTS 


P.O. BOX No. 171 
LEEDS 


TELEPHONE LEEDS 20059 


CONTRACT 


e NEWS e 


OPEN 
BUILDING 


AND BOCKING UC. 


ad ditvons im 


BRAINTREE 
(a) Erection of 4 scullery 
Cressing Road, 2 in Hay Lane, and 2 in 
Bartram Avenue, together with all ancil 
lary works (b) Council's Surveyor 
Town Hall, Braintree {c) len (e) 
January 


BURY B.C. (a) Erection of a messroom 
etc at Whitehead Reereation Ground 
(b) Borough Engineer, Town Hall. (c) 
len. January 7 


CASTLE WARD RC, (a) Erection o 
works depot at Ponteland. (b) G 
Dimmack, 7 North Road, Ponteland. (c) 
Jens. (ce) January 21 


CHERTSEY U.C. (a) Erection of work 

ov al the Compressor Station, Pyrcrott 
Road. including the dismantling of exist 
ing building (b) Council's Engineer, 
Council Offices. (c) Ign. (e) January 6 


COLNI VALLEY SEWERAGI 
BOARD. (a) Erection of one house to 
gether with site works adjoining the 
Board’s Juniper Hill Pumping Station 
Harefield Road. Rickmansworth 
General Manager, Maple Lodge, Mapk 
Cross, Rickmansworth. (ce) January 19 


CORNWALL C.C. (a) Erection of ex 
tensions to the Falmouth grammar schoo! 
for boys (b) Messrs. Cowell, Drewitt 
and Wheatley, Lloyds Bank Chambers 
Penzance. (c) len. (fe) January 12 


CORNWALL C.C, (a) Erection of exten 
sions to the Fowey primary girls’ schoo 
(hb) Messrs Tavlor and Crowther 6 
Lemon Street lruro len (¢) 
January 12 


. . 


CREWE B.C. (a) Contract No. 534 
Erection and completion of 
tionum wm the Crewe Cemeter (b) 
Borough Engineer. Municipal Buildings 


(c) Jens. Januar 


crema 


1? 
. . . 


CROOK AND WILLINGTON ULC. (4) 
Erection of 4 shops and 12 flats on the 
Low Willington «it (b) Council's 
Council Offices 
Co. Durham 


jerk 
Glenholm« rook 


(d) January 7 


CUMBERLAND EDUCATION COM- 
MITTEE. (a) Carrying out alter 
and additions to provide a new 
room and sanitary accomn 
Carleton Controlled Schoo! 
(b) County 
Square 


ations 
class 
odation at 

Carlisle 
Architect 1s Portland 


Carlisle. (e) January 16 


address it is the some as the locality 
given in the heading (c) deposit (d) 
last date of application (e) last dote 
and time for submission of tenders. Full 
details of contracts marked # are 
given in the advertisement section 


how much does 
our reputation 


yout 


It doesn't. Many think you pay for « 
name. That may be truc of some, but 
certainly not of us. 

The experience we have gained in 
doing the same job well for 100 years 
enables us to quote low rates. 


for asphalt work 


ENGERT & ROLFE LTO 
LONDON E14 EAST 1441, 


The Qusy acter 


LIGHT STEELWORK 


(1925 LTD.) 
HYTHE ROAD, 
WILLESDEN, N.W.10 


Telephone: LADBROKE 3674 
STEEL STAIRCASES 
BALUSTRADES AND 

HANDRAILS 


| ESTABLISHED OVER 100 YEARS 


J. W. Gray & Son Lip 
1 PRINCETON STREET 
BEDFORD ROW, WC! 

CHA LONDON & 
13 CASTLE STREET 
SALISBURY 


DLIGHTNING CONDUCTORS( DLIGHTNING CONDUCTORS( 


HARDWOOD FLOORING 


BLOCK & STRIP 


EX STOCK 


Japanese Oak Strip Austrian Block 

Oak and Strip : Sapele Block and Strip 

Serayah Strip Canadian Rock Maple 

Strip : Teak Block and Strip : Green- 
heart, etc 


William Thornton & Sons, Ltd., 


38 Wellington Road, Liverpool, 8 
Tel.: Lorki921/4. ‘Grams: Thernpoel, Liverpoo! 


H 


| | 
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al 
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(a) Erection of three pairs of houses at 
Trinity Avenue, Llandudno. (b) County 
Architect, County Offices, Caernarvon. 
(c) 2gns. (e) January 10 


LEICESTER C.C. (a) Erection of new 
sanitary block at Diseworth C.E. School. 
(b) County Architect, 123 London Road. 
(c) 2gns. (e) January 14. 


LINCOLN C.C.-PARTS OF KEST- 


EVEN. (a) Erection of two farm houses 
and two sets of farm buildings, together 


with roads, drains, water services, etc.. 
at Bourne (Dyke) estate. (b) County 
Land Agent. County Offices, Sleaford. 
(ec) January 9 

LINCOLN C.C.- PARTS OF KEST- 
EVEN. (a) Provision of new storage 


accommodation at the fire brigade head- 
quarters by the adaptation of the exist 
ing office block and the building of new 


office accommodation, at Grantham. (b) 
County Architect, County Offices, Slea- 
ford. (e) January 19 


LONDON—WALTHAMSTOW B.C. (a) 
Erection of (1) two flats in a two-storey 
block on a site in Salop Road, E.17, (2) 
six flats in a three-storey block on a site 
in Blackhorse Lane, Lancaster Road, 
F£.17. and (3) twelve flats in a three-storey 
block on a site at the junction of Lea 
Bridge Road, Shernhall Street, E.17. (b) 
Borough Architect, Town Hall, Waltham 
stow, E.17 2gns for each scheme. 
(e) January 17 


{c) 


MITCHAM B.C. (a) Erection of one 
block of 12 flats at the junction of Ingle- 


mere Road and London Road. (b) 
Deputy Borough Engineer, Town Hall 
(d) January 4, January 28. 


MONTGOMERYSHIRE C.C. (a) Erec- 
tion of a new fire station at Machynlleth 
(b) Council's Clerk, County Offices, 
Welshpool. (e) January 9 


N. IRELAND — GOVERNMENT OF 
NORTHERN IRELAND (a) Erection 
of two cottages at Newcastle Forestry 
Centre, Co. Down (b) Ministry of 
Finance (Room 103), Law Courts Build- 
ing, May Street, Belfast (c) £2. (e) 
January 9 


N. IRELAND NORTHERN IRE- 
LAND ELECTRICITY BOARD. (a) 
Erection of offices, garages and storage 
accommodation, comprising two new 
buildings, site pavings and ancillary 
works, at Taylor's Avenue, Carrickfergus, 
Co. Antrim. (b) Messrs. W. H. Stephens 
and Sons, 13 Donegall Square North, 
Belfast. (c) Sgns. (e) January 30 


N. IRELAND NORTHERN IRE. 
LAND HOSPITALS AUTHORITY. (a) 
Erection of a new nurses’ home at St 
Luke’s Hospital, Armagh. (b) Messrs 
W. H. Stephens and Sons, 13 Donegall 
North, Belfast. £5. (¢) January 


N. IRELAND TYRONE. (a) Erec- 
tion and completion of a new primary 
school and school meals servery incor- 
porated in main building at Fintona. for 
the Very Rev. L. Gilmartin, Fintona, and 


GWYNEDD POLICE AUTHORITY. 


| 


For the eradication of 


DRY ROT 


BORING 
INSECTS 


you cannot improve on 
Reskol Fungicide 
Wykamol Insecticide 
or the specialist advice 
and guaraniced treatment 
services provided by 
RICHARDSON & STARLING 
LTD. 
TIMBER DECAY SPECIALISTS 
Members of the 
British Wood Preserving Association 
(Dept. AB), Hyde St., Winchester. 
Tel; 5001/2 
London Office : 
The Timber Decay Enquiry Bureau, 
6 Southampton Place, W.C.!. 
Tel; HOLborn 3555-6. 


WRITE FOR FREE BROCHURE 


ENGLISH TIMBERS 


for Building and Joinery Trades, Oak Planks 

for Cills, Half-Timbering, or scantling to size. 
Architects’ designs for Paonelling and 
exclusive furniture faithfully interpreted 


GATES AND OAK DOORS 


A SPECIALITY 
Seasoned quartered boards for Flooring, 
Panelling, etc. Machining done and _oinery 


manufactured for the trade. Gates and Fencing. 
Established 1884 


WYCKHAM BLACKWELL Ltd. 


Hampton-in-Arden, BIRMINGHAM 
Telephone: HAMPTON-IN-ARDEN 3 


WITH CONCRETE or Aa POSTS i 
Supplied 
(Wireworks 


CHAIN LINK 
FENCING 


ond Erected An; : 
LTD. 


ECONOMIC 


HOUSE DRAINAGE RPG. CO. LTD 
147, MARYLEBONE ROAD, N.W.1. | 


SPECIALISTS DRAINAGE 

AND FLUE RESTORATION WORKS 

(UNDER RESTALLS PATENTS), DRAIN. 

AGE RECONSTRUCTION AND SANITARY 

PLUMBING WORKS IN TOWN AND 

COUNTRY (FLUE EXHIBIT AT BUILDING 
CENTRE). 


PATENT 


HALF PHONE : PAD 2273 
A CENTURY (Two lines) 
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the Tyrone Education Committee, Educa- 
tion Offices, Omagh. (b) Messrs. Wil- 
liam J. Doherty and Co.. 12 Castle 
Street, Derry, or P. J. Davidson, 16 High 
Street, Belfast. (c) Sgns. (e) January 12. 


READING B.C. (a) Erection of a public 


convenience Prospect Park. (b) 
Borough Architect, Town Hall.  (e) 
January 11. 


ST. AUSTELL U.C. (a) Erection of a 
beach cafe in concrete blockwork, rein- 
forced concrete foundations, floor and 
roof, at Par Beach. (b) Council's Engin- 
eer, Municipal Offices. (c) 2gns.  (e) 
January 9. 

. 


SADDLEWORTH U.C. (a) Erection of 


12 houses at Carr Lane, Greenfield. (b) 
P. Howard, 88 Mosley Street. Manches- 
ter 2. (c) 2gns. (e) January 16. 


SCOTLAND BATHGATE BURGH 
COUNCIL. (a) Erection of 34 houses 
in 14 blocks at Kirton and Boghall. All 
or separate trades. (b) Town Clerk, 
Burgh Chambers, 32 Hopetoun Street, 
immediately. 


SHEFFIELD CA. (a) Erection of (1) 
8 shops with maisonnettes over and | 
single storey multiple shop at Greenhill- 
Bradway estate, and (2) 1 block of § 
single-storey shops and | block of § 
lock-up garages at Gleadless Valley 
estate. (b) City Architect, Town Hall. 
(c) £2 each contract. (e) January 18 


SUNDERLAND B.C. (a) Erection of 
Farringdon primary junior and infants’ 
school on a site on the Farringdon 
estate, and extensions to the College of 
Art, Backhouse Park. (b) Borough Archi- 
tect. Grange House, Stockton Road. (c) 


2gns. (e) January 13. 
. 


THIRSK R.C. (a) Erection of a mor- 
tuary building in Masonic Lane, Castle 
garth. (b) Messrs. Needham, Thorpe and 
White, 5 High Petergate, York. (c) 2gns 
(e) January 14 


WESTMORLAND C.C, (a) Erection of 
new divisional police headquarters, com- 
prising two-storey office block, single- 
storey cell block, garages, and other an 


cillary accommodation at County Hall. 
Kendall. (b) County Architect, County 
Hall, Kendal. (c) 2gns. (d) Decem 
ber 31. 


WINCHESTER C.C. (a) Erection of a 
block of 17 dwellings for old people and 
a warden’s house on Stanmore estate. 
(b) Messrs. A. S. Wilson and Partners. 8 
Storey’s Gate, Westminster, S.W.1. (c) 
2gns, by cheque. payable to Council 
(d) January 7. 


WINCHESTER C.C. (a) Erection of 80 


flats and maisonnettes in two blocks on 
Weeke Manor estate. (b) Messrs. A. S 
Wilson and Partners, 8 Storey’s Gate. 


Westminster, S.W.1. (c) 2gns, by cheque. 
payable to Council. (d) January 7 


YORK C.C. (a) Erection and comple- 
tion of proposed vehicle gallery at the 
Debtors’ Prison. (b) City Architect, 8 
Leonard’s Place. (e) January 10. 


St. 


| 
| 
| | 
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PLACED 


Notes on contracts placed state locality at.¢ 
authority in bold type with (1) type of work, 
(2) site, (3) name of contractor and address, 
(4) amount of tender or estimate. + denotes 
that work may not start pending final 
acceptance, or obtaining of licence, or 
modification of tenders, etc. 


MORTLAKE, SURREY. (1) Rebuilding 
St. Mary Magdalen R.C. School. (3) W 
H. Gaze and Sons Ltd.. High Street. 
Kingston on Thames. ¥ 
LONDON E.C. (1) Rebuilding ware- 
house for S. T. L. Motor Cycle 
Accessories Ltd. (2) Worship Street. (3) 
W. R. Oldham Ltd., 242, Perry Hill. 
London, S.E.6. (4) £57,000 
WEST MOLESEY. SURREY. (1) 
Erection of a factory for Pan Books Ltd. 
(3) Holland and Hannen and Cubitts 
Ltd.. 1, Queen Anne's Gate, London, 
S.W.1. 

ROCHDALE. (1) Hotel for Rochdale 
and Manor Brewery, Rochdale. (2) Ings 
Lane, etc. (3) T. Hayes and Co., 10, 
Clegg Street, Oldham, l anes. 


NEWCASTLE-ON-TYNE. (1) 280 flats 
(2) Kenton North Estates. (3) Geo. 
Wimpey and Co. Ltd., Orchard House, 
Newcastle-on-Tvne 
HAMPSHIRE C.C. (1) Erection of } 
grammar school. (2) Gosport. (3) 
Hawkins Bros (Gosport) Ltd Westfield 
Road, Gosport, Hants 
iWANSEA, (1) Church and hall, for 
Rev. J. E. G. Hughes. (3) E. Williams 
(Contractors) Richardson Road, 
Swansea. 

SUNDERLAND CORPORATION, (|) 
Infants’ school. (2) Hylton Castle Estate 
(3) Tate and Holmes Ltd.. Newcastle-on- 
Tyne. (4) £39,870 


GATESHEAD B.C. (1) 208 houses and 
141 houses. (2) Lobley Hill and Leam 
Lane. (3) William Leech (Builders) Ltd., 
7-8 St. James’ Street, Newcastle-on- 
Tyne (1) 120 houses. (2) The Cause- 
way. (3) E. Jeffcock (Contractors) Ltd.. 
Newburn Chambers, New Bridge Strect, 
Newcastle-on-Tyne 
NOTTINGHAM CORPORATION. (1) 
School. (2) Perry Road. (3) A. G. Clower 
Ltd.. Mansfield Road. Daybrook, Notts 


COURSES for all R.1.B.A. EXAMS 


Postal tuition in History. Testimonies, Design. 
Calculations, Materials, Construction, Struc- 
tures, Hygiene, Specifications, Professional 
Practice, etc. Also in general educations! 
subsects 
ELLIS SCHOOL OF ARCHITECTURE 
Principal: A. 8. Waters, F.RABA. 
1630 OLD BROMPTON ROAD, 8.W.7. 
Phone : KEN. 4477. end ot Worcester 
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$ 3 
3 


London's Fines! newesecondhand Value 


Specialists in the fabrication of 


STAINLESS STEEL 
SINKS 


Designed to meet requii ments 


ASSOCIATED METAL WORKS 
(GLASGOW) LTD 
30 ST. ANDREW'S SQUARE, GLASGOW, 
Phone: BELL 2004) 
Grams: “STAINLESS, GLASGOW 

LONDON: 7 GROSVENOR GARDENS, S.W.! 
Phone: VICTORIA 1977/8 

And at :— 
LIVERPOOL BIRMINGHAM NEWCASTLE 

MANCHESTER BELFAST - DUBLIN 


MULLEN 


AND 


LUMSDEN 


LIMITED. 
Contractors and 
Joinery Specialists 
41 EAGLE STREET, HOLBORN, 
LONDON, W.C.1. 
Telephone: CHAncery 7422/2/3/4 


Branches 


5 Coptic WC Southampton 


Tel.: Museum 3705 Tel. No. 73176 


HATHERNWARE LIMITED 


The toughest FAIENCE made 


LOUGHBOROUGH, 


21 


NEWCASTLE-ON-TYNE, (1) 204 flats 
in five storevs. (3) Cussen’s (Contractors) 
Lid.. The Drive, Gosforth, Newcastle. 


MANCHESTER CORPORATION. (1) 
Erection of a crematorium, (2) Blackley 
(3) G. and J. Seddon Ltd., Little Hulton, 
near Bolton 
ECCLES (Lanes). (1) School lor R & 
Diocese of Saiford (3) James Cocker 
(Contractors) Lid Station Sawmills 
Walkden, Lancashire 
NORTHAMPTON. (1) Church for C. of 
E. authorities. (3) H. Martin, Thenford 
Street. Northampton 


SHEFFIELD. (1) Library. for Senate of 
Sheffield University. (3) W. J. Simms 
Sons and Cooke Lid. Haydn Road, 
Sherwood, Nottingham 


COVENTRY CORPORATION, (1) Old 


people’s homes. (2) Willenhall and 
Stoke Aldermoor. (3) Geo. Wimpey and 
Co. Ltd... Hammersmith Grove, London 


W.6. (4) £40,031 and 


MANCHESTER CORPORATION, (1) 
Swimming centre. (2) Wythenshawe. (3) 
Fred Mitchell and Son Ltd River 
Place, City Road Mancheste! 


SOUTAPORT. (1) Conversion into a 
convalescent home (2) Hesketh Park 
Hydro. (3) Brook Constructions (Liver 
pool) Lid., Liverpe (4) t44 924 


STOKESLEY (Yorks) E.C. (1) Grammar 
and modern school. (3) F. Shepherd and 
Son Ltd. Blue Bridge Lane. York. (4) 
£62829 
. 

DAGENHAM B.C, (1) 20 old people's 
flats and 2 houses. (2) Marks Gate 
Estate. (3) Direct Labour. (4) £36.57 


BELFAST CORPORATION. (1) Iwo 
I f flats. (2) Marsden Gardens. (3) 


locks « 
Woodvale Building Works. S8a Wood 
vale Street, Belfast, (4) £30,231 


ALTRINCHAM, Ches. (1) Erection of 
“Moss Trouper Hotel. (2) Moss Lane 
Hodkinson Ltd., Devonshire Street 
Ardwick. Manchester, 12 
COVENTRY. (1) Rebuilding Corley 
residential school. (3) H. Clarke and Sons 
Ltd.. 48 Coronation Road, Coventry. (4) 
£132,252 revised tender 


WILLESOEN .. 


LEICESTERS HIRE 


STRUCTURAL ENGINEER 
,DUNLOP 
RANKEN 
| _Telephone LEEDS 2730! (20 Lines) 
ALL CLASSES OF RECTED = 
DESIGNED & 5 | 
: ARCHITECTS PLAN CHESTS 
576-380 EUSTON ROAD LONDON 79276 
| 
| 
| Ss C 
| [anecnorc crameens | 
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on ROOFS... 


We do not claim that 
THERMACOUST Channel Rein- 
forced Roofing Slabs will do a 
dozen different jobs. They were 
designed and developed 
essentially for ROOFS. And for 
roofs, flat or pitched, 
felted or tiled, they cannot 

be surpassed. 


STANDARD 


No other insulating roof 
ing material mas greater 
tructural strength. Sup 
plied in large, lightweight 
easily handled un 
resistant 


their attrac 


CHANNEL REINFORCED 


WOOD WOOL SLABS 
ave the GEST 


REBATED TYPE 


THERMACOUST 

Rebated Slabs provid 

hugher overall insulation. 

4 hey are signed 

or dings t 
humid. They ar 


rebated to take 1° cork 


strips to prevent conden- 
sition om the steel channels 


For information sheets and prices, apply to, 


THERMACOUST LIMITED, 


39 VICTORIA STREET, LONDON, S.W.1 (assey 2738) 


THE ARCHITECT and Building News, 29 December 1955 


Specified 
for the best bathrooms 


THE 


HOT WATER TOWEL RAIL 


A bathroom fitted with a ‘Leda’ hot water towel rail always wins 
approval—for its owner, for its designer and for its builder. This 
rail gives the bathroom a luxurious look, and the luxurious feel- 
ing that comes from constant dry, well-aired towels and constant 
warmth. The ‘Leda’ both in design and specification is undoubt- 
edly the finest hot water towel rail on the market. 


e@ Patented method of assembly which ensures 
leakproof joints. 

@ Two air release valves operated by a coin—n 
keys to lose. 

e@ High standard chromium plating on nickel. 
Available in two and three rail models to suit 
every bathroom. 


Individually tested at 120 lb. per square inch 
air pressure in hot water. 


See the Leda at the Building Centre, Store Street, 
London, W.C.1, or write for descriptive leaflet to: 


W. C. YOUNGMAN LIMITED 


Makers o/ 
LEDA and MASQUE Matched Bathroom Accessories 


MANOR ROYAL, CRAWLEY, SUSSEX Telephone : CRAWLEY 1234 (5 lines) 


22 
—— 
A > 
| 
~ gi 
é 
| 
us 


{ROHITECT and Buildine News, 29 December 1945 


WATER-FREE IMPREGNATION 


protects 


TIMBER 


AGAINST DRY-ROT 
WOODWORM & TERMITES 


% PROTIM TREATED TIMBER does not 
require subsequent seasoning or kiln 


ing and so saves time and money 


PROTIM will not leach out under 
severe weather or marine conditions 
and is water repellent 


PROTIM treatment reduces risk of 
shrinking or warping It is non 
corrosive and once dry will mot stain 
plaster or bleed through paint 


PROTIM complies with B.S 1282 and 
Building Bye-laws t is permanent 
economical and cafe 


PROTIM TREATED TIMBER 
is available through 
leading Timber Merchants 


Re 
| 
} 
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Decorative & Durable 


For effective screening whilst allowing a free circulation of air, 
Harveys make a group of products which ensure harmony with any 
decorative scheme. The patterns illustrated are representative of three 
comprehensive ranges, available in a variety of metals and finishes. 


19585 


METALACE (Pattern No. M_ 1006) 


Produced in rolls of 25ft. to 100 ft. *‘HARCO’ PATENT 


x 2ft. llin. wide. Please ask for List 


No. A 875. METALACE 
RIBBON WIREWORK 


and 
PERFORATED METAL 


PERFORATED METALS (Pattern No. 
388) Produced in all metals and 


finishes. 
G. A. HARVEY & Co. (London) Ltd PERFORATED PLASTICS can also 
Woolwich Road, London, 5$.£7. be supplied. Please ask for List 
Telephone: GREenwich 3232 (22 lines) NO. A355. 


RIBBON WIREWORK (Pattern No. 
1357 W) Produced in flat panels to any 
size. Please ask for List No. A 875. 


METROPOLITAN CAMMELL CARRIAGE AND WAGON CO 
WORKSHOPS AT SALTLEY 


D RFACES 
FABKICGUAKD ACAIN SUCCEEDS! 


ROOFS : R.P.M. Sheeting. WALLS : Brickwork - heavily limewashed 
Painted with 2 coat FABRIGUARD System, Porcelain Gloss Finish 


he contractors:— G.H.L. (Painters) LTD. DUDLEY wo 
ye : LEO GARNER (Birmingham) LTD. BIRMINGHAM 


FOR TECHNICAL BULLETIN AND FULL DETAILS WRITE TO. 


HANGERS PAINTS LTD. HULL 
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BUILDERS’ PRIGE BOOK 


Published Annually — Price 35s. net 


Edited by P. T. WALTERS, F.R.I.C.S. 


Chartered Quantity Surveyor 


AN INDISPENSABLE REFERENCE BOOK CONTAINING SECTIONS FOR 


BUILDERS’ AND CONTRACTORS’ TERRAZZO WORK 


PLANT SOUND AND HEAT INSULATION 
EXCAVATOR PLUMBER 
CONCRETOR GAS FITTER 
BRICKLAYER ZINC WORKER 
DRAINLAYER COPPERSMITH 
PAVIOR AND ASPHALTER WIRE WORKER 
MASON HEATING ‘ENGINEER 
SLATE MASON VENTILATION 
ARTIFICIAL STONE ELECTRICIAN 
TERRA COTTA LIFT ENGINEER 
PAINTER 
JOINER 
PAPERHANGER AND DECORATOR 
STEEL AND IRONWORKER WRITER AND SIGN MAKER 
BLIND MAKER 
WALL AND CEILING BOARDS FENCING 


TILE WALL LININGS RATES OF WAGES 


Copies of Laxton’s and details of advertisement rates can be obtained from: 


KELLY’S DIRECTORIES LTD. 


186 STRAND, LONDON, W.C.2 


Telephone: TEMple Bar 3464 (9 lines) 
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THE 


HAND MADE ROOFING TILES LAST LONGEST 


Despite the widespread use, especially in towns and 
cities and their suburbs, of interlocking roof tiles, the 
English Pantile is still preferred by many. Especially in 
rural districts. To such we commend the C.S. No. 6 
Pantile illustrated. 

As with all other CS. tiles, the C.S. Pantile is hand 
moulded from Bridgwater clay and can be supplied 
with sanded, smooth, or colour glaze finish, as required. 


We invite your enquiries and will send 

specimen tile on request. Ask for illus- 

trated list of our various types of Clay 
Roof Tiles. 


SIZE 134" - 9° 
COVERING CAPACITY 165 TILES per sq 
approx. BATTEN GAUGE 104" 


PATENT TILE WORKS, BRIDGWATER, SOMERSET Phone : Bridgwater 2226/7 
London Office: Mr. Dawson Goody, 6 Queen Anne’s Gate, Westminster, $.W.1. Phone: WHI tehall 7607 
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The finest and simplest Battery lock-up 
garage construction with a specification 
second to none. Miles cheaper than 
brick. Your own unskilled labour can 
erect with the greatest of ease. Will last 
100 years and ‘more. Perfect aluminium 

Glide-Over doors. Not a penny for 
maintenance. Free delivery most areas. 


DMB /2217 


The BANBURY 


Battery Way 


Batteries for 2 cars or 102. Credit facil- 
ities available. As 2n investment the 
Banbury Battery Way is unequalled. A 
Battery can pay for itself OUT OF 
RENTALS in 2+ years. Thereafter the 
income is YOURS FOR LIFE. Special 
trade terms. Write now for full details 
BUY A BANBURY — 


YOU'LL BE AS PROUD OF IT AS WE ARE 
Portable Concrete Buildings Ltd., Ironstone House, Adderbury East, Nr. Banbury, Oxon. Tel: Adderbury 331/2/3 


The TOUGHEST flooring in the 


wp to an elephant on roller 
skates! it might — a but seri- 


What a claim! but how many other floors it cannot 
out, it's the best we can illustrate 


crack. lift or craze. Water and 


fireproof, it's also impervious to oils, 
petrol. You see, INDUSTRIAL-VINYL- 
was made to withstand the hardest 


and smooth INDUSTRIAL. VINYL- wear, and that's why it's a ‘must’ for 


SURFE really is. Made irom a unique Factories, 


Machine Shops, Warehouses, 


formulae that GUARANTEES the same even Garages, Chain Scores, Banks and onywhere 
tensile strength throughout the material, where there is # constant stream of foot 


it can be laid over simost any new or | of truck 


traffic, including elephants on 


existing base. roller skates! 


SEND FOR BROCHURE 


To : SURFEX FLOORING COMPANY. 
(Dept.AB) 48, High Street, Camberiey, Surrey 


Agents, Messrs Denton & Co,, Hilda Buildings, Church Way, South Shields. Tel. S. Shields 2363. 
BRITAIN'S BIGGEST AND LEADING PLASTIC FLOOR MANUFACTURERS 


WORLD / 


| 
Made by the 
makers of the 
if required 
‘he 
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Look at the cross section of a Kingley Joint—quite impossible for frost or 
heat to pull off—the stronger the pull, the firmer the grip on the swaged 
pipes ! 

This is the MOST EFFICIENT meta! to metal Joint. Made in less than half 
a minute as illustrated—-DOUBLE GRIP CANNOT SLIP. 


Be safe use Kingley:— 

ABOVE GROUND with B.S.S. 659 Copper Tube, and 

BELOW GROUND with B.S.S. 1386 Copper Tube 

Smaller, neater and far less expensive than alternative methods of jointing 


Will undo and remake. % Universally approved by 
26 STORE STREET WC! Government Departments, 
¥* Prompt delivery Water Works and Local 


%e For full particulars and illustrated catalogue write to Authorities, etc 


KINGS LANGLEY ENGINEERING co. LTD. 


KINGS LANCLEY:+ HER 
TELEPHONE : KINGS LANGLEY 2215-6 TELECRaAMS: KINGS LANGLEY 


Are exhibiting at 
THE DING CENTRE 


Demountable partitions by Compactom Ltd Architect : 
on the Fourth Floor, Time and Life Building W Michael senauer FRABA 


you 
decide 
to 


ivi 8 you'll find the most suitable materials and 
finishes for all requirements combined in Compactitioning — 


the complete, individual service of 


COMPACTOM PARTITIONING 


full details to COMPACTOM LTD. OXGATE LANE, CRICKLEWOOD, LONDON, NW 
Telephone: GLAdstone 6633 (3 lines) 
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TARMAC LIMITED 
VINCULUM DIVISION 
ETTINGSHALL. WOLVERHAMPTON 


Telephone: BILSTON 41101 (11 lines) 
London Office : 50 Park Street, W.1. (Grosvenor 1422) 
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RAPID FLOORS 


Laid complete, 100 sq. yds. per gang per day 


and Building News 


Precast Units of Approx. “1” section, designed for all load- 
ing conditions and for both simply supported and continuous 
spans. 

Floor thicknesses are constant over a wide range of spans. 
Interlocking lips render the floor homogeneous. Soffits are 
flush and even. Trimmings and Cantilevers can be readily 
provided 

Special bearings are not required, and our gangs fix straight 
from the Transport lorry. 

The specified load is carried immediately and the floor at 
once provides a clear uninterrupted working platform for all 
following trades. 


Quotations for supply only, or supply and fix as desired. 
Deliveries commence 6 weeks after approval of working 
drawings. Technical booklet free upon request. 
WIDTH 7 BEAMS TO 3-0 

DEPTH _ 3 STANDARD BEAMS 


WALTER W. JENKINS 


& CO. LTD. 


HEAD OFFICE 


AND AT 
82. Victoria Street, 
LONDON, 5S.W.1 


Castle Circus House, 
TORQUAY 


and fixed the whole of the 
Polished Perrycot Portland Stone Linings to 
the Entrance Halls and Messes at the 


ROYAL NAVAL BARRACKS, DEVONPORT 


(The Chief & Petty Officers Block) 


Executed 


(ilustrated in this issue) 


Architect : E. Berry Webber, F.R.1.B.A. 


Enquiries are invited for all descriptions of 
MARBLE, STONE and GRANITE DECORATION 


Telephone: (London Office) Telegrams: 
TORQUAY 7571. VICTORIA “Sculptors” 
765) Torquay 


NEED NOT 


S-L-A-M 


specify 


DOOR 


® WINDOW GEARING 


SPRINGS 
AND FANLIGHT 


OPENERS 


‘X-IT’ PANIC BOLTS essential fitting with 


self-contained check for 


® LOCKS Public Buildings, Housing 
® DOOR FURNITURE Schemes, Office Blocks, 
® CASEMENT FITTINGS etc. In shallow and water 


®@ SPRING SASH BALANCES 


“VICTOR” fittings are specified 
by all leading Architects. 


tight floor patterns. Over- 


head types to suit every 
purpose. 
ROBERT ADAMS (VICTOR) LTD 


139 STAINES ROAD, HOUNSLOW, MIDDX 
Telephone : Hounslow 5714 
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A WINDOW 


GLASCRETE 


Reinforced Concrete and Glass 


This attractive entrance to the new 
premises of Messrs. De Grave Short 
& Co. Ltd. at St. Mary Cray shows 
the adaptability of GLASCRETE 
GRID WINDOWS. 


Construction Type 608 
Fairtlough & Morris 
Chartered Architects 


Messrs 


Data, applications and possibilities of 
Glascrete are given in our interesting 
Brochure P47, which we shall be 
pleased to send on request. 


NKING&S 


Queen Victoria St, LONDON 


Telephone: CENtral $866 (5 lines) 


LOGI 


THE 


COL FUEL STORAGE UNITS 


STORAGE 


PERFECT 


PATENTED 


ANSWER TO 


THE 


FUEL 


Write for 
iMustrated 
folder and 
full details 
to 


LOGICOL 


UNITS, 


WATERLOO 


Yorkshire 


IDEAL FOR 
HOUSES 
AND 

FLATS 


authorities in 
London and 


PROBLEM country 


FUEL STORAGE 


TAVU WORKS 


HUDDERSFIELD 


Used by leading 


throughout the 


Phone Huddersfield 174 
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Batley, smooth-sliding, trouble-free Up and 
Over Doors can be quickly and easily fitted 
to any width or height of opening. With 
finger-tip action, the door slides smoothly 
on ball bearing wheels, leaving an unob- 
structed opening with clear height of 6’ | 

There are no springs to lose tension; 
nothing to warp or sag. Will last a lifetime 


@ Panelied with Aluminium Alloy, double 
crossed braced for strength and rigidity, or 
in exterior grade Mahogany Plywood, with 


grained finish to take varnish or paint 


@ Size -7 6 wide X67 high 


@ Price £18 Free in 


gland & Wales 


UPé OVER DOOR 


ERNEST BATLEY LTD., 964, COLLEDGE RD., HOLBROOKS, COVENTRY. 


Full details and literature from 


THE 


The builder of 


4RCHITECT 


today 


and Building News, 


demands 


29 December 1955 


Improv ed 


materials to match the progress of building. 
Scientific research has shown that by control 


of the manufacturing processes, better putty 


ean be made. Putty made to scientific standards 
is easily recognised by the N.A.P. certification 
mark which is issued to qualified manufacturers 
under regulations approved by the Board of 


Trade. 


The symbol of highest 


grade linseed oil putty 


If vou need any advice or 


information on putty, please write to : Swap? 
THE NATIONAL ASSOCIATION ee 
OF PUTTY MANUFACTURERS , 
12 BLCKINGHAMST., STRAND, LONDON, W.C.2 ae 


UNDERTAKEN BY 


‘THE NORTHARC ORGANISATION 
260LANGHAM ROAD, LONDONN 15 


PHONE: BOWES PARK 3757 & 7548 


PHIPP STREET 


Bishopsgate 2177 (3 lines) 


WIREWORK 


METAL LATTICE 
F. W. POTTER & SOAR LTD. 


LONDON E.C.2 


WOVEN WIRE 


ARCHITECTS 
AND 


BUILDERS 
ARE INVITED 
TO WRITE FOR 
OUR BROCHURE 
CONTAINING FULL 
SIZE ILLUSTRATIONS 


OF 
WIREWORK 
PATTERNS 


STRUCTURAL ECONOMY 


FOR THE ARCHITECT & BUILDER 


This book, by G. Fairweather, F.R.1.8.4., aims at making a 
critical analysis of traditional forms of construction with the 
following objectives: to identify the main characteristics of 
buildings as these are determined by the materials and methods 
used for their construction; to examine these characteristics in 
relation to the functions and respects in which traditional 
forms of construction fall short of present-day requirements 
and to offer suggestions for improvement 


21s. Od. net. By post 22s. 5d. 
Published for THe Arcurrecr & BUILDING NEWs 
Obdtainable at all booksellers or direct trom 
The Publishing Dept., Dorset House, Stamford St., London, S.E.1. 


STANDARD \ 
FACTORY AND STORE 


BUILDINGS 


Ad 
~~~-FEMPLEX HOLDINGS LTD, 110 KINGS ROAD. LONDON. S.W3---- 


TELEPHONE, KENSINGTON 2628 


OE Closing 
| gap | ‘ole 
WEF a, £) 
Tif 
BATLEY 
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NEW AND SECOND-HAND STEEL AND WOOD 
OFFICE FURNITURE AND EQUIPMENT OF ALL 
SIZES AND DESCRIPTIONS. PLAN CHESTS, 
FILING CABINETS, CUPBOARDS, FIRE RESIST- 
ING SAFES, PEDESTAL DESKS, TYPIST DESKS 
AND CHAIRS ALWAYS IN STOCK. 


CONTEMPORARY DESIGN DESKS IN NATURAL OAK 
FINISH OR BLONDE MAHOGANY FINISH AT VERY 
REASONABLE PRICES REMEMBER WE HAVE THE 
LARGEST STOCK IN LONDON TO CHOOSE FROM! 


S. MARGOLIS & SONS 


63 ‘65 NEW OXFORD ST., LONDON, W.C.1 7364 9513 


TIMBER CONNECTORS 
Made to B.S.S. 1579 

IECO” double bevelicd “BULLDOG circular 

SPLIT-RING TOOTHED-PLATI 


No, 295¢ 


No, 2 Reg. design 2 

THOUGH door furniture may seem 
only a small part of the decorative 7 

scheme, it has a special importance, sii 
ze because it is seen and handled more i 
perhaps than anything else in the ; 


E room. In their designs, Lacrinoid rely 
TRIP-L-GRIP less on ornament than on comely 
SHEAR-PLATE framing anchors basic shapes. The model illustrated 
Our “Design Manual for Timber Connector Cor.struction” COLOURS above is typical of the many pleasant 


contains full technical data on the above Timber Connectors Black, Brown, Ivory *tvles in the Lacrinoid range. 


? Have you applied for a FREE copy ? 


Iilustrated particulars of the full range will be sent on request 


MACANDREWS & FORBES LYD. LACRINOID 


2 CAXTON STREET, WESTMINSTER, LONDON, s.W.1. 
Te le phone Ahhe y 445) 3 


TRAIM MARK 


LACRINOID PRODUCTS LTD. GIDEA PARK ~ ESSEX 


4 
Door furniture 
that reflects 
<4 of style“ | 
€) 
— 
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OFFICIAL ANNOUNCEMENTS 


APPOINTMENTS 


Rate 1/6 per line, minimum 3 |- 
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TENDERS 


Close for press Ist post Monday for following Thursday Issue 


APPOINTMENTS 


The engagement of persons answering these ad- 


vertisements must be made through the local office 
of the Ministry of Labour and Nattonal Service, etc., 
i) the applicant is a man aged 18-44 or a woman 
aged 18-59 inclusive, unless he or she or the em- 
plover is excepted from the provisions of The 
Notification of Vacancies Order, 1952 
COUNTY OF HUNTINGDON 

COUNTY ARCHITECTS DEPARTMENT 


APPOINTMENT OF 
ARCHITECTURAL 
GRADE APT 


THE SENIOR 
ASSISTANT 


invited for the above 

appointment at a salary in accordance with 
Grade APT VII of the National Joint Council's 
scales (at present £900 x £40 (5) £1,100 per 
annum) 

Candidates should be Associate Members of the 
Royal Institute of British Architects or hole equiva- 
lent qualifications, and have had considerable ex- 
perience Th the design of Schools, Police and other 
County buildings 

The Council will be prepared to 
provision of accommodation in duc course 
allowance f Ws per week will be paid 
period not excecding six manths in the event 
a married man being appointed who is unabic 
find accommodation. together with a morcty of 
cost of removal cxpenses 

Further dctai and application f«rms 
obtained from S. M. Holloway, A.P B.A.. County 
Architect, County Buildings, Huntingdan, to whom 
ompleted application forms should be forwarded 
by Saturday, I4th January 1956 
Cc. AYLWARD 
the County Council 


PPLICATIONS are 


the 
An 
for a 
of 
to 
the 


consider 


may be 


A 

Clerk of 

County 
Huntinedk 


NIGERIAN COLLEGE OF ARTS, SCIENCE AND 
TECHNOLOGY 

(Principal: € A. Hart. T.D 
M.1.Mech.E FRICS 


Buildings 
{1879 


D.Sc. Ph.D 
A.M.1.Struct.E.) 


are invited for the following 


A ICATIONS 
é appomtments 


LECTURER in ELECTRICAL ENGINEERING 
LECTURER MECHANICAL ENGINEERING 
Qualifications: Good degree and (preferably) corporatc 
nembership of Institution of Elec./Mech. Engineers; 
teaching experience to degree or professional levet 
desirable 
LECTURERS in MATHEMATICS @) 

Good hons. degree teaching cxperience desirable 
Teaching at present mainly up to G.C_E. (A) level 
but will soon include further mathematics for 
professional courses in cneginecring land 
surveying 
LECTURER in BUILDING 
Candidates should be A.R.I.BA AR ICS or 
4A.M.1 Struct Degree and teaching cxperience 
added qualifications To teach in courses for 
Architects to level Inte RIBA Building 
Surveyors to level of Inter. R.1.CS.; Engineers to 
full professional level 
The College encourages rescarch 
Salary sales ncluding overscas pay: £804 - £1,680 
Initial salary according to experience Posts are 
permanent and pensionable but temporary appoint- 
ments carrying gratuities and slightly higher salaries 
may be made Furnished houses, rent £42 £150 
p.a. according to salary Free ist class passages 


once cach way for cach tour of service for persons 


appointed and wives: passage allowance and main- 
tenance allowance for up to 2 children woder 18 
Seven days’ leave for cach month's resident service 
Tours of service normally 10-18 months 

For further information apply to Secretary 
Advisory Committee on Colonial Colleges, || Gordon 
Square, London, WC 1 Closing date for appli- 
cations (4 copies) aiving details of cducation 


qualifications and experience and naming 3 referees. 
oth January 1956 {1880 


COUNTY BOROUGH OF NEWPORT, MON. 


PPLICATIONS are invited for the appointments 


(a) Assistant Architects. Grace IV. £675-4825) 
(>) Assistant Quantity Surveyor Grade V 

£900) 

Housing accommodation will be provided if the 

circumstances of the candidate justify it Further 

information aod ‘forms of application from the 

Borough Architec’. Civic Centre, Newport, Mon to 

whom they should be returned not later than the 

16th January, 19% [1882 


APPOINTMENTS—contd. 


COUNTY BOROUGH OF DERBY 


BOROUGH ARCHITECT'S DEPARTMENT 


Architectural Staff 


(a) A.P.T. Grade IV (£675 £825 per annum) 
(b) A.P.T. Grade III (£600 - £725 per annum) 
(c) A.P.T. Grade I! (£560 - £640 per annum) 
(d) A.P.T. Grade ! (£500 - £580 per annum) 
(c) Higher General Division (£275 at 20, rising to 
£475.) 
Quantity Surveying Staff 
(f) A.P.T. Grade VI £825 - £1.000 per annum) 
(a) A.P.T. Grade V (£750 £900 per annum) 
th) A.P.T. Grade II! (£600 - £725 per annum) 
() A.P.T. Grade I (£560 - £640 per annum) 


Commencing salary will be according wo qualifica- 
tions and experience 
Applicants for (f) will be required t 
the Chief Quantity Surveyor 
Permanem supcrannuable appointments, subject to 
one month's notice and to medical cxamination 
National Conditions of Service 
Applicants must state for which post 
applying 
Further particulars and application forms 
able from and to be returned to The 
Architect, The Council House, Corporation 
Derby, not later than Monday, %th January, 1956 
G. H. EMLYN JONES 
Town Clerk 
{1883 


act as deputy 


to 
they are 
obtais- 


Borough 
Street 


1Sth December, 1955 


COUNTY BOROUGH OF EAST HAM 


CHIEF QUANTITY SURVEYOR 
£750-€900 


Grade V 


QUANTITY SURVEYOR Grade II £560-£640 


ONDON Weighting is paid in addition Salary 


4 in excess of the minima may be paid according 
to qualifications and experience 
Subsistence allowances may be granted over a 


reasonable period to the persons appointed if unable 
to obtain suitable housing accommodation, neccssi- 
tating the maintenance of two homes 

Further details and application forms returnable 
by 3th January, 1956 from the Town Clerk, Town 
Halil. East Ham, E.6 [1881 


BRITISH RAILWAYS: EASTERN REGION 


EADING Assistant Architect required in the 
Office of the Architect. Eastern Region, King's 
Cross Station. for work in connection with the 
Modernisation Plan Salary range £950 £1,050 
Applicants must be qualificd with considerable 
ability in contemporary design and administration 
Previous expericnce of development work in 
construction an advantage Five-day 
cessionary rail travel, and permanency 
bationary period Apply in writing t 
Enginecr. British Railways (Eastern Region), King’s 
Cross Station. London, N.!. giving full particulars 
as t age, education. training and cxpericnce 
11877 
BOROUGH OF WOKINGHAM 
PPLICATIONS are invited for of 


the position 


Architectural Assistant in the Borough Surveyor's 
Office 
The appointment is subject to the National 


Scheme of Conditions of Service and the salary paid 
will be according t© qualifications and expcrience 

Applications stating agc. qualifications experience 
previous appointments and giving the names and 
addresses of two persons to whom reference can be 
made to be sent to the undersigned by January I4th 
1956 

L. GODDARD SMALLEY. 
Town Clerk 

Town Hall 

WOKINGHAM, Berks 

December 16th, 1955 {1872 


BRACKNELL DEVELOPMENT CORPORATION 


PPLICATIONS are invited from Corporate mem- 
bers of the R.I.B.A. for the post of ASSISTANT 


ARCHITECT GRADE IV-—-Salary £710 x £4016) x 
£1@1) £960 

Superannuation schemes Medical Examination 
Housing available in duc course Apply by 6th 
January, 1956. giving age. education and qualifications 
experience and appointments held (with dates and 
salaries) and mames of two referees to the General 
Manaecr (4.A.). Bracknell) Devclopment Corporation 
Farley Hall, Bracknell. Berks {1873 


TENDERS 
BOROUGH OF RICHMOND (SURREY) 


RICHMOND PARISH LANDS CHARITY 
Site of 10-28 Queen's Road 
RICHMOND, SURREY 


the Richmond (Surrey) 
Trustees of the above 


ENDERS are invited by 

Borough Council acting as 
mentioned Charity a Building Lease in respect 
of the site in part wmerly occupicd by Nos. 10/18 
Queen's Road, Richmond and in part now occupied 
by Nos. 20/28 Queen's Road, Richmond (on the 
whole of which Site accommodation is available for 
the erection of approximately 120 flats) for the term 


form plans, draft building agreement 
lease and further particulars relating to 
may be obtained frov) the undersigned 
m payment f the sum of £5 Ss. which will be 
m receipt of a bong fide tender 
ouncil do not bind themselves to accept the 
highest or any tender 

Tenders must be reccived by the undersigned in a 
envelope endorsed “Building Lease’’ not later 
i4th February, 1956 

CLIFFORD HBYWORTH 
Town Clerk 

Town Hall, Richmond, Surrey 
14th December, 1955 18 


site 


proposal 


MISCELLANEOUS SECTION 
RATE: 1/6d. per line, minimum 3/-, average 


line 6 words. Each paragraph charged 
separately. 


BOX NOS. add 2 words plus |/- for registra- 
tion and forwarding replies which should 
be addressed c/o “The Architect & 
Building News,” Dorset House, Stamford 
Street, London, S.E.1. 


PRESS DAY Monday. Remittances payable 
to lliffe & Sons Ltd., Dorset House, Stamford 
Street, London, S.E.1. 


No responsibility accepted for errors. 


ARCHITECTURAL APPOINT- 
MENTS VACANT 


The engagement of persons answering these ad- 
vertisements must be made through the local office 
of the Ministry of labour and National Service, etc., 
if the applicant is a man aged 18-64 or a woman 
aged 18-59 inclusive, unless he or she or the em- 
plover is excepted from the provisions of The 
Notification of Vacancies Order, 1952 


RCHITECTS Co-partnership require qualified 
assistant with experience.—-Write 44, Charlotte 
Street, London, W.1., or telephone Langaam 4579! 
10002 
RCHITECTS Co-partnership require unmarried, 
qualified, experienced assistant in their Lagos 
Office, Maximum tour 14 months. Flat provided 
Write 44, Charlotte Street, London, W.1., or ¢ele- 
phone Langham 5791 10001 


ASIL Ward requires an Architectural 

between Intermediate and Fina! 
preferably with not less than one year's 
perience. Salary to be agreed.—Apply 32 
Street, London, W.1., or telephone WELbeck 


Assistant 
Standard 
office ex- 
Wigmore 
1409 
USY London Office requires 2 Architectural 
Assistants, approximately Intermediate standard 
Or upwards. Also requires one Assistant with con- 
siderable perspective experience, particularly able 
to do quick interior colour sketches. 5-day 
good salaries—Lewis Solomon, Son & Joseph, 
Bloomsbury Way, W.C.1.. HOL 5108 or 7082 
(0004 
required by City 
and surveyors dealing 
and industrial borldings 
At least Inter- R.1.B.A. or 
Good draughtsmanship essential 
Please reply. giving dctails past experience and 
salary required. to Vigers A Co 4, Frederick's 
Place. Old Iewry, E.C.2 
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RCHITECTURAL ASSISTANT 
firm of architects 
principally with commercial 
and multiple retail shops 
R.ICS. standard 


— 


ARCHITECT Building 


and 


THE 


ARCHITECTURAL APPOINT- 
MENTS VACANT—contd. 


DESIGN Office 

Excavators and 
tion eguipmenm offers interesting 
DESIGNER DR AUGHTSMAN 
mechanica! and structural expenence 
Personne! Manager. Blaw Koox Lu 


working On Rew projects covering 
ther Civil Enginecring Construc- 
opportunity tor 
preferably 
Write of phone 

Bushey Mill 


Lane, Watford. (Telephone: Watford 9291 {1851 
RCHITECTURAL ASSISTANTS required, al 
gtades for rapidly expanding contemporary 


office. Salary according to experience —C. H. 
F.RIBA 44, Catherine Place, S.W.1. Victoria 
4505 [1865 


STABLISHED firm of Architects with large and 
expanding practice in West of England, requires 
able and capericnced architect (qualified R.I.B.A.) as 
office manager, with view partnership. Must have 


sound business acumen and be able to take part 
control if necessary Apply Box No. 8226 c/o 
A. & BN (1848 

ACKNEY BOROUGH COUNCIL require 

Architectural Assistants and Junior Architectural 
Assistants for extensive programme of new housing 
public ths, libraries and other public bulldings 


Appointments may be in Grades APT I (£500 - £580) 
APT II (£560 - £640) or APT III (£600 - £725) 
singly Or combined, plus London allowance of up 
wo £0 pa Candidates must be Probationcrs of 
Students of R.1.B.A. Grade and commencing salary 
according tw tramimg, qualifications ang cxpericnce 
ApmMication form obtainable fram the Town Clerk 
Town Hall, London, E& returnable by 16th January 
956. quoting Reference H [187s 
SSISTANTS required to prepare sketch designs 
working drawings and detailing for wide varicty 
of proj,is High standard of draughtsmanship 
essenua Previous office experience desirable Box 
No. 8352 A & BN [1876 
RCHITECTS JACKSON AND EDMONDS 
require Assistants in the salary grades between 
£300 and £°OO per annum Write Stating age and 
experience to 116 Colmore Row, Birmingham 3} 
requires 


Designs Branch 
(with tabilit 
ASSISTANTS 
of king 


IR MINISTRY works 
in London and Provinces 
overseas service) 
@mpericnced in 
drawings 


ARCHITECTURAL 


preparation 


planning 


quals. and experienc 


pects 4 weeks’ Icave a year. Natura orn British 
subjects Write stating age quals employment 
details including type of work done to any Employ- 


mont Exchange, quoting Order No. Borough 2303 
11754 


News 


29 December 1955 


ARCHITECTURAL APPOINT- 
MENTS VACANT—contd. 


[RGENILY required. Fully qualified expe ned 
senor assistant arn and arch <tural 
assistant Final standard, Hospital experienc an 
advantage Write giving age. cxpericnce and salary 
quired Brow Moulin A Antrum 4 Quen 
Anne's Gat a74 
ASTIE WINCH and KELLY require Arch 
tectural Assi t medium 
sized jobs, inch Factories 
ete Telephone L 8863. « 

write with particu miinck Strect, W 

, 
SITUATIONS VACANT 

The engagement of person: answering these ad- 
vertisements must be made through the iocal office 


of the Ministry of Labour and National Service, et 

if the applicant & a man aged 1844 or a woman 
aged 18-59 inclusive, unless he or she or the em- 
ployer is excepted from the provisions of The 
Notification of Vacancies Order, 1952 


M AINTENANCE Supervisor required for group of 
West End Hotels. Interesting and varied work 
covering maintenance improvement schemes and 
construction. Excellent prospects and good remuncra 
tion for the right applicant Write, stating ex- 
perience, to Box No. 8219 (leas 


SERVICES OFFERED 


lettering is essential commemorative 
wall tablets. foundation ck Designs 
prepared and cstimates given for the finshed work 
in any suitable m Renowned as a centre 
for lettering since Sculptured Memorials, 67 
Ebury crect, S.W Sloane 6549 0253 


Fo® London and Home Counties only Have you a 
Flat Roofing Problem’ If so have it attended 
to by the Composite Fiat Roofing Cx Specialists 


in Mastic Asphalt and Felt Roofings, also attendant 
prefabricated or copper flashings, for flat roofs 
gutters and slopes Inquiries invi 2 


ted to 2, Grove 
¢: Howard 10% 


Road West, Enfickt, Middicsex. Phon 


SERVICES WANTED 
HE Architects’ Journal invite applkations from 
Araitects or Draughtemen who are 
aly skilled at ik drawing and who would O¢ wilkng 
to prepare Working Dewils for pubbcatamn ap a 
Part-time basis Apply to the Technical Editar, The 


Architects’ Journal, 913 Queen Anne's Gace, Wi 


FOR SALE 


embossed 
send for 
Dareve's 
Dalston 
Wi42 


LL hardwood mouldings plain and 
é embossed rnaments and dowels 
catalogue and to-day's lowes trade prices 
Moulding Mills. Lid 60 Powmall Road 
ES. Clissold 1543/4 


Journ ESS composition flooring in attractive colour 
full particulars from 


range--quotations free 
the Liotex Asbestos Flooring Co. Led., 3, Corbetts 
Passage, Loodon, §.E£.16 (Dept A), Bermondsey 
4341-2-3 


ECON DITIONED ex-Army Huw & Manufacwured 


Buildings Timber, Asbestos, Nissen Type, Hall 

Typ ek All sizes and prices Write, call or 
telephone, Universal Supplics (Belvedere), Lid.. Crab- 
tree Manorway, Beivedere, Kent Tel: Erith 2948 
1000 5 


ARDOORE, Walling Stone and Pitching delivered 


or collected from quarrics at Fish Hill, sear 
Broadway. Wora and Hornsicasow, near Bourton 
on-the-Hil, Apply to Baillic, Brind & Co 
Ltd.. Prudenual Chambers, Banbury, Oxon 10062 
I OORS. flush. 4-panc!, exterior and interior. Large 
Sock to select from. 24s. cach. Hardboard 
Plywood and Timbe List lid. stamp Spiers, 330 
Hackney Road c E2. Phones: Shoreditch 
8791-2-3-4 
PLANT FOR HIRE 
A’ AILABLE t anywhere in GB mud 
é January, Ssammell Mountaineer 
< yd tipping veh s Recent manufacture Supplied 
with first-class yerators Pigott, 69, York 
Road, Souths Tel. 68112 Bb 
INSURANCE 
RCHITECTS Indemnity Insurance effected 

Please for Proposal Form w BE SAXBY. 
Incorporated Insurance Broker, Cartas, 
Horsham, Sussex. Tel 990 


CONTRACTS WANTED 


& Heating, © Albert 
GUL. 7422 {1713 


HANNON Plumbing 
Street, London, N W.i 


Brockhouse Steel Frames are manufactured from prefabricated 
cold rolled steel sections for the construction of schools, 


office blocks, etc. 


% Sandon Secondary Modern School. Architect: H. CONOLLY, Esq., F.R.1.B.A., Essex County Architect 


33 
= 
£752 p.a wome Starting pay dependent on age \ 
Paid overtime. Long term 
4 
+ 
jul 
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4.B.C.D. (Raynes Park) Ltd 

“ABC Goods Guide” 

Abix (Meta! Industries) Lid. 

Adam & Lane & Neve Lid 

Adamsez Lid 

Adams Hydraulics Ltd 

Adams, Robert (Victor) Ltd. 

Aerialite Lid 

Aldam, Hill, E., & Co. Lid 

Allied Brick & Tile Works Lid 

Allied Guilds 

Allied lronfounders Ltd 

Ames Crosta Mills & Co. Lid 

Anderson, C. F., & Son Ltd 

Armstrong Cork Co. Lid 

Ascot Gas Water Heaters Ltd 

Associated Metal Works (Glas- 
jow) Lid 

Atlas Preservative Co. Lid 

Atlas Stone Co. Lid 

Audrey, R. J., Lid 

Auto Door Closer Co 

Automatic Pressings Ltd 

Avery, J., & Co. Lid 


Baldwin, Son, & Co. Led. 
Barry, Ostiere & Shepherd Lid 
Bath & Portland Stone Firms 
Batiey, E., Lid 

Baume & Co 

Bawn, W. B., & Co. Lid 
Baxendale & Co. Lid 

Bell & Webster Lid 

Benham & Sons Lid 

Berry Wiggins Lid 

Beynon J 

Biack Sheathing Fc aign 
Biackwells & Nationa: /ings, 


Lid 

Biackwell, Wyckham, Ltd 

Blakey Cabinet & Metal Works 
Lid., the 

Blundeli-Spence & Co. Ltd 

Bolton Gate Co. Lid 

Boot, Henry, & Sons Lid 

Bostwick Gate & Shutter Co 
Lid 

Bourner, F. H., & Co. (Engin 
eors) Lid 

Braby, F., & Co. Lid 

Bradford, F.. & Co. Lid 

Brady, G., & Co. Lid 

Bratt Colb:an Lid 

Briggs, Wm., & Sons Ltd 

British Aluminium Co. Lid 

British Bitumen Emulsions Ltd 

British Columbia Lumber Manu- 
facturers’ Association 

British Constructional Steelwork 


British E nite Co. Lad 

British Electrical Development 
lermeseal Lid 

Window Manufac- 
4 Avion 

sidex Lid 


Brit 
British Piaster 
turing) Le 

British Plimber Lid 

British Reinforced Concrete En 
gineering Co. Ltd., The 

British Rubber 


Board (Manufac- 


Development 


Oa! 
British Titan Products Co. Ltd 
Brockhouse Stee! Structures Lid 
Bryce White & Co. Lid 
Burn Bros. (London) 


Cafferata & Co. Lid 

Callow Rock Lime Co, Lid., The 

Carborundum Ltd 

Carlisie Plaster & Cement Co 
Led 

Carter & Co. Lid 

Canada, Government of 

Cannon, W. & G., & Sons Lid 

Cantie Switches Lid 

Cc. & P. Development Ltd 

Cape Asbestos Co. Ltd., The 

Cellon Lid 

Celotex Lid 

Cement Marketing Co. Ltd 

Central Electricity Authority 

Chamberlin Weatherstrips Lid 

Chase Products Engineering Lid 

Chatwood Safe & Engincering 
Co. Led 


Chesterman, J, 

Churchouse, C. M., Lid 

Ellard Engineering Co 
t 

Claughton Bros. Led 

Clement Bros. Haslemere Lid 

Clyde Structurai Lron Co. Ltd 

Coal Utilisation Council 

Colthurst Symons & Co. Lid 

Compactom Ltd 
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ik 


Condrup Lid. 

Conex-Terna Lid 

Costain, Richard, Lid 

Cox, W. J., Lid 

Cozens Ventilators Lid. 

Crittall Manufacturing Co. Lid 
Crofield Lid 
Cullum, H. W.. & Co. Lid 
Curfew Doors & Shutters Lid 
Cuthell, D. M., & Co. Lid 
Cutting, R. C 19 


ry Ballard & Co. Ltd 

De La Rue, Thomas, & Co. Lid 
Dennison Kett & Co. Lid 
Denton Edwards Paint Lid 
Destro! Sales Lid 

Dexion Ltd 

Docker Bros 

Dodd Engineering Co. Ltd 
Dudley Coles Ltd 

Dunlop & Ranken Ltd 21 
Dunn, Alexander, Lid 

Durasteel Lid 

Duresco Products Lid 

Dussek Bitumen & Taroleum 


Lid 
Dussek Bros. & Co. Lid 


Economic House Drainage Rpg 
Co. Lid., The 20 
Edison Swan Electric Co. Lid, 
he 
Eidelman, J 
Electrical 
Lid 
Electrolux Lid 
Samuel & Sons (Reading) 
td 


Review Publications 


Ellis School of Architecture 

Empire Stone Co. Lid 

Engert & Rolfe Lid 19 
Esavian Doors 

Esso Petroleum Co. Ltd 

Ewart & Sons Lid 

Expanded Meta! Co. Lid 

Expandite Lid 

Express Lift Co. Ltd., The 


Faculty of Architects and Sur 
veyors, The 

Falkirk Iron Co. Ltd., The 

Farmer, S. W. & Son Lid 

Ferodo Ltd 

Ferranti Lid 

Fibreglass Ltd 

Finch, B., & Co. Lid 

Finlock Gutters Lid 

Fiavel, S.. & Co. Led 

Flexaire Led 

Flexo Plywood Industries Ltd 

Franki Compressed Pile Co. Ltd, 
The 

Freeman 
Led 

French, Thos., & Sons Ltd 

Furnishing Contracts 

Gardner, J., & Co. Lid 


Gas Council 
Gaskell & Chambers Ltd 


Joseph, Sons & Co 


General Electric Co. Ltd. The 1 
Gibson, Arthur L., & Co. Ltd ; 
Gimson & Co. (Leicester) Lid 19 
Gliksten, J., & Co. Ltd 


Grahamtown Iron Co. Ltd 
Graham, Thos., & Sons Ltd 
Grange-Camelon Co. 
Granwood Flooring Co. Ltd 
Gray, J. W., & Co. Ltd 9 
Greenwood’s & Airvac Ventilat 
ing Co. Ltd 
Gult Radiators Lid 


Hale & Hale Lid 
Hall, Harding Lid 
Hall, J. & B., Lid 
Hall & Kay Led. 
Hammer, Geo. M., 
Hammill Brick Co 


& Co. Lid 


Hangers Paints Lid 24 
Hartley Electromotives Lid 
Harvey, G. A., & Co. Lid | 
Haskins 

Hathernware Ltd 2 


Henley’s W. T Works 


Hilger & Watts itd 

Hill, Aldam, E., & Co. Ltd 

Hills, F.. & Sons Lid 

Hills (West Bromwich) Ltd 

—— & Hannen and Cubitts 
id 

Holophane Lid 

Holophast Lid 

Home Fitting (G.B.) 

Honeywell-Brown Ltd 


Hope, Henry, & Sons Led 17 
H.M. Stationery Office 
Hotchkiss Engineers Lid. 16 


Hunter, Douglas Holland (Luxa 
a)... 

Ibrock Brick & Tile Co. Lid 

liiffe & Sons Ltd 

Imperial Chemical Industries Ltd 

lonlite 

Iron & Marble Co. Lid., The 

Jenkins, W. W. & Co. Lid 

Johnson Bros. Ltd 

Johnson's Fireclay Co. Ltd 

Johnson's Reinforced Concrete 

Jones, T.C., & Co. Lid 

Jones & Broadbent Lid 

Kay & Co. (Engineers) Ltd 

Kay, Fredk. (Engineering) Lid 

Kelly's Directories Lid 

Kerner-Greenwood & Co. Lid 

Key Engineering Co. Ltd 

King, J. A., & Co. Ltd 

Kings Langley Eng. Co. Ltd 

Kinnear Shutters 

Kirk & Kirk Ltd 

Lacrinoid Products Lid 

Laing, John, & Sons Ltd 

Langham Export Co. Ltd 

Lead Sheet & Pipe Council 

Le Bas Tube Co. Ltd 

Libraco. Ltd 

Light Steelwork (1925) Lid 

Lindsay's Paddington Iron Works 
(1948) Led 

Lion Fountiry Co. Lid 

Liquitile Supply Co 

Logical Fuel Storage 

London Electric Firm Lid 

London Brick Co. Lid 

Lumenated Ceilings Lid 

MacAndrews & Forbes Lid 

Mancuna Engineering Lid 

Maple & Co. Lid 


Margolis, M 

Margolis. 

Mariey Tile Co. Lid., The 
Marriott, Robert, Lid 


Marryat & Scott Lid 

Masonite Lid 

Masters & Andrens Lid 

McCarthy, M., & Sons Lid 

Mather & Platt Lid 

Mealing Bros Lid 

Medway Buildings & Supplies 
Lid 

Mellowes & Co. Lid 

Merchant Adventurers Lid 

Minton Hollins Ltd 

Moler Products Ltd 

Morris Singer Co 

Mullen & Lumsden Lid 

Murex Welding Provesses Ltd 


Nairn, Michael, & Co. Ltd 

National Association of 
Manufacturers, The 

Nationa! Coal Board 

New Day Electrical Accessories 
Lid 

Newman, Wm., & Sons Ltd 

Newsum, H., Sons & Co. Ltd 

Noelite Ltd 

Nortaid, Ltd 

Norris, C. W., Lid 

Northarc Organisation, The 

Norwood Steel Equipment (Lon 
don) Led 


Odoni, A. A., & Co. Ltd 
Ordnance Survey, The 
Ornamental Gate Co 


Parker, Winder & Achurch Lid 

Parmiter, Hope & Sugden Ltd 

Parsons, Thos . & Sons Ltd 

Partride Wilson & Co. Lid 

Patent Glazing Conference, The 

Penfold Fencing & Engineering 
d 


Putty 


Permafence Ltd 
Permanite Ltd 
Petradene Ltd 
Philips Electrica! Ltd 
Phoenix Rubber Co. Ltd 
Phoenix Timber Co. Ltd., The 
“Photograms of the Year" 
Pickerings Lid 
Pilkington Bros. Ltd 
Pilkington Tiles Led 
Pollard, E.. & Co. Led 
Portable Concrete Buildings Lid 
Potter, F. W., & Soar, Led 
Proctor Bros. (Wireworks) Lid 
Protim Ltd 
Purimachos Ltd 
Pyrotenax Lid 
Radiation Group Sales Lid 
Raines & Porter Lid 
Rawlings Bros. Led 
Reliable Plywood Co. Lid 
Remploy Lid 
Reparations-Dreyfus Ltd 
Reynolds, H. L., Lid 


if mo page number is quoted, please see previous issues 
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Reynolds, H. 1 Construction 

Ltd 
Richardson & Starling Lid 0 
no Building Works Lid 

RI Protective Products Co 


Lid 
Rollet, H., & Co. Ltd 
Roller Shutters Ltd 
Rolyat Tank Co. Lid 
Rubber Improvements Ltd 
Ruberoid Co. Lrd., 
Rubery Owen, Shorrock Super- 
chargers, Ltd 
Rudkin, S. O., & Co. Ltd 
Runnymede Rubber Co. Ltd 


Sadd, John, & Sons Ltd 
Salopian Engineers Ltd 


Sanders, Wm., & Co. (Wednes 
bury) Ltd 

Sankey Sheldon Ltd 

Sankey, J. H., & Son Ltd 


Secomastic Ltd 

Schaverien Sheet Metal & Engin- 
cering Co. Lid 

Shutter Contractors Ltd 

Siegwart Floor Co. Lid 

Simson, Thomas, & Co. Lid 

Sissons, W., & G., Lid 

Smith, Samuel, & Sons Ltd 

Smith, Thomas, & Sons Lid 

Smith's Fireproof Floors Ltd 

Solignum Lid 

Sommiertields, Lid 

Soundproof Construction 2 

Staedtler, J. S., Ltd 

Stainless Steel Sink Co. Ltd., The 

Standard Patent Glazing Co. Lid, 


Stanley, W. F., & Co. Lid 
Steel Radiators Ltd 

Stelcon (Industrial Floors) Lid 
Steven, A. & P td 

Stillite Products Ltd 


Stramit Boards Lid 12 
Stuart's Granolithic Co. Lid 
Sugg. Wm., & Co. Ltd 7 


Sun Insurance Office Lid 
Sundeala Board Co. Lid 
Sussex Cement & Concrete Pro 

ducts 
Surfex Flooring Co » 
Tarmac Ltd., Vinculum Depi 2s 
Taylor Rustless Fittings Co. Lid 
Teleflex Products Ltd 
Temperature Ltd 


Templex Holdings Lid 
Tentest Fibre Board Co. Lid 4 
Terradura Flooring Co. Ltd 


Thermacoust Ltd 22 
Thermocontrol Installations Co 
Ltd 
“The Times” 
Thom, J., Led 
Thompson, 
dows, Lid 


Veneer Co. Ltd 


Beacon Win- 


Thorn Electrical Industries Ltd 
Thorn, J., & Sons Ltd 

Thornton, A. J., Ltd 

Thornton, Wilham& Sons Lid 
Thorp, J 

Timber Development Association 
Tretol Ltd 


Trianco Lid 
Troughton & Young (Lighting) 
Ltd 


True Flue Ltd 

Trussed Concrete Steel Co. Lid 

Turner, Chas., & Son Lid 

Turners Asbestos Cement Co 
Lid 

Twisteel Design Service 

Tyrol Sales Lid 

Unique Balance Co. Lid 

United Merchants Ltd 14 

United Paint Co. Ltd 

United Steel Companies Lid 


Vaporheat Ltd 
Veitchi Company Lid., The 
Vulcanite Ltd. 


Waru, Thos W., Ltd. 6 
Wallpaper Manufacturers Lid 
Wednesbury Tube Co. Ltd 
West, & Partners 
West's Piling & Construction Co 

Ltd 


Willams & Williams Ltd 

Williams, John & Sons (Cardiff) 
Ltd 

Wood, Edward, & Co. Ltd 

Woolaway Constructions Ltd 


Yale & Towne Manufacturing 
Co 

Yelson Lid 

Yorkshire Copper Works Lid 
he 


Ltd 22 
Association 


Youngman, W. C., 
Zine Development 
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BEVIN COURT 


Architects: Messrs. Skinner, 
Boiley & Lubetkin, A/A.R1B.A, 


supplied the whole 
reinforced wall slabs* for this building — 


BRADFORDS 


FOR 
CONCRETE DESIGN 
& CONSTRUCTION 


LONDON ELMonton 1267 


is > i 
— 
STAIRCASES - PRE-CAST CONCRETE FLOORS CONCRETE UNITS 
F. BRADFORD & CO. LTO ANGEL ROAD eC igi 
{ 
af 


ARCHITECT 


BUILDING 


THE Prestressing welded “Trucwel” tubing by 


Messrs. Tube Products Ltd. In all. 


Y In the construction of the new 162 cables were used having a total 
TOR prestressed concrete bridge across length of 11,600 ft. The tota! force 


H the Kilkerrin Estuary, the induced into the concrete by all 
; FLANNERY “ Freyssinet™ system of post the cables was approximately 
; tensioning was used, each cable 10,000 tons and the maximum 
BRIDGE consisting of 120.276 in. dia. compressive stress in the concrete 

wires, tensioned by hydraulic jacks which occurs in the bottom of the 

C0 GALWAY to provide a compressive force in ribs at the centre of the bridge 

s the concrete of between 40 and under dead load conditions, is 

IRELAND 45 tons per cable. The cables were approximately 2,400 Ib sq. in. The 

sheathed before being placed in outline drawing shows the general 

the concrete with 19 gauge seam arrangement of the cable profiles. 


Designed for the 
~ im conjunction with | 
Mr. Nicholas O° Dwyer 
Consu fing Engineer 
of Dublin to carry 
standard Ministry of Prestre g Cable ns om 2N 276 dia 
Transport Loading : H.T. wires with standard Frey net anchorages 
4 HALF ELEVATION SHOWING PRESTR NG CABLE 
Roe Quarry Co. Lid 


PRESTRESSED 


( i ~ 
Specialists in Reinforced Concrete Design [===> O N RETE 

& Suppliers of Reinforcement —- 


THE BRITISH REINFORCED CONCRETE ENGINEERING CO. LTD.. STAFFORD 


London, Birmingham, Bristol, Leeds, Leicester, Liverpool, Manchester, Newcastle. Cardiff. Glasgow, Dublin, Belfast 
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